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KEWANEE 
DYILERS 


The name KEWANEE on 


a heating: boiler inspires con- 
fidence in the building owner, not 


merely because KEWANEE means 


35 years of square shooting in the 
heating business, but because 
other dependable people are 
















There ready to stake their own rep- 
. utations on KEWANEE 
qwon’t be an integrity. 


orphan heater in 
the basement if you 





buy your boiler from 


a responsible concern 


KEWANEE BOILER COMPANY 


Kewanee, Illinois Branches in Most Leading Cities 
STEEL HEATING BOILERS, RADIATORS, WATER HEATERS,TANKS AND WATER HEATING GARBAGE BURNER 
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Spr 1 Business. 


VQGEL Frost-Proof Hydrants 
and Closets mean profit to 
you and the gas station, too. 






The whir of the car driven by the Spring 
tourist means profit for the gas station 


along the way—if the gas station owner 
has been careful enough to think of his 
customers’ convenience with VYQGEL 
Frost-Proof Hydrants and Closets. 


See your neighboring gas stations about 
VQGEL products —they’ll appreciate 
being told about them and you’|] find it 


to your advantage, too, to sell them. 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 


TYUIQUUQUUCUVCU0 {2000000 ULLSU EULER V i 
\ 


Mention Domestic ENGIneERING when writing advertisers. 





Ii FONQUUIUDUOUOTATOUD 














> 





LLL 
TODA A AAAI ~~ 


iin ae nn 


eee 


ne 


nae 


QE Os se 


Advertisers This Week 


Rens TOS WES «6 scn cesses 81 
Air-Tight Steel Tank Co..107 
American Enameled Prod- ie 


eer 7 
American Radiator Co..... 29 
American Sanitary Mfg. 

| rd tre 55 
Armstrong Bros. Tool Co. 65 


Beaton & Cadwell Mfg. Co. 50 
Beaton & Corbin Mfg. Co..101 


Benson Co., Inc., Alex R..116 
Black & Decker Mfg. Co.. 8 
Blake Specialty Co........ 102 
Borgen 650., WRG. 6c xcncssns 49 
Brunswick -Balke-Collender 
IF. beksvccnebaseseetsans 94 
Built-Well Mfg. Co........ 95 
aol eo. + 114 
Camden Pottery Co....... 78 
Capitol Brass Wks........ 80 
Carty & Moore Eng. Co... 98 
Case & Son Mfg. Co., W. A. 58 
Central Specialty Co...... 97 
Chamberlain Co., The...... 94 
Chemical Toilet Corp...... 63 
Chicago Faucet Co........ 73 
Chicago Nipple Mfg. Co.... 10 
Chicago P ipethread i 
i Sere TT 97 
Chicago Pump Co......... 100 
Chebok Bite: Ge. css ssncae 47 


Columbia Sanitary Mfg. Co. 40 
Commonwealth Brass Corp. 85 
Compound Injector & Spe- 


CRIED 90: wcvensderacweve 85 
Continental Heater Corp... 12 
Crist & Schilken Co....... 113 
Crown Die & Tool Co...... 91 
Curtis & Curtis Co........ 101 
Dart Mfg. Co., E. M....... 114 
Dayton Pump & Mfg. Co.. 51 
Dearborn Brass Co........ 82 
DBORtNr PRMD TO... .2 00050 73 
TE GOS. 6s. ce x0520 0 enne 75 
Donnelly Mig. Co... ..000% 77 
Duriren Co., TRO» 0000060 105 
Ebinger Sanitary Mfg. Co., 

Ee EAs SeScudeseseaessuees 
Economy Pumping Ma- 

Pe BOR, pa cvnenscsced 98 
Estabrook’s Sons, R....... 65 
EverHot Heater Co....... 73 


Excelso Specialty Works.. 
Back Cover 


Gerstein & Cooper Co...... 116’ 
Goulds Pumps, Inc........ 6 
Geabler Biles. ©0....ccccdee 33 
en SOR Fe on ke scna od 65 
Haines, Jones & Cadbury 
Senne 84045355 oo ee es 
Hart & Cooley Mfg. Co. 96 
HORIy-e OO; 24620000005 90 


Hoffmann & a Mfg. 
Co. 104 


Honeywell Heating Spe- 
Pe TE ost eaersassus 6 
Hotstream Heater Co..-.... 109 
Hudson Brass Works, Inc. 53 
a a ee ee 51 


Illinois Malleable Iron Co.. 92 


Imperial Brass Mfg. Co...110 
peat & Matthews Mfe. 
bss 0sseeeeebvssasoace 76 
ee eee 44 
Johnson-Murphy Co. ......116 
ol, =. 117 
Kaustine Co., Inc..... .103 
Kemp Mfg. Co., C. M..... 83 
Kennedy Valve Mfg. Co.... 51 


ONO NINE NEN PRD RRS AP AP PAP ADAP PAP PRR i RRR PP 


————_——e—r—_—w_eo—er—e0reoereees es ee ee  eeeeeeeaeeeEeuoeeoaeaSEoEeeeeeOeOeeeeEOe ES 


mpd Pd 


y Tw rw 
www Aarne fe 


‘ 


DOMESTIC ENGINEERING 





‘The Plumbing and Heating Weekly 
Established 1889 


Published Every Saturday by 


Domestic Engineering Company 
1900 Prairie Avenue, Chicago 


Address all Correspondence to Chicago Office 
g Distance Telephone: Calumet 4680 
New York Office, Room 906, 110 East 42nd Street 
Telephone: Ashland 8111 and 8112 
Cleveland Office, Builders’ Exchange 
Telephone: Main 4000 
Philadelphia Office, Room 1507, ‘Finance Bldg. 
Telephone: Rittenhouse 2285 
Pittsburgh Office, Room 604, Chamber of Commerce Bldg. 
Bell Phone: Grant 8741- 8745 


Chicago, March 26, 1927 
Vol. 118, No. 13 Whole No. 1789 


EDITORIAL STAFF 
F. P. Keeney, Epiror 
R. V. SawuH1Lt, ManacinG Epitor 
R. Hertov, L. B. Sparrorp, Cuas. E. Price, 
L. W. Britton, W. H. Oreson, F. A. WHITE, 
L. H. Gray, G. R. Stearns, Jas. E. Ramace, 
Associate Editors 
ADVERTISING RES EASENTATIVES 
E. DeForest WINSLOW Car S. Kine 
E. G. Hutcuison R. Payne cammemea _ eS OsBorNn 
H. J. Carr D.M. Kenney’ Robert A. Jack 


TERMS OF SUBSCRIPTION 
United States and Possessions, $2.00 per year. 


Current copies, 10c each. Back numbers, 25c each. 
Canada, $2.00 per year. Foreign, $3.00 per year. 


Entered as Second Class Matter on February 20, 1893, 
at the Post Office at Chicago, Illinois, Under the Act of 
March 3, 1 

Copyright 1927, by Domestic Engineering Company. 


Member of Audit Bureau of Circulations. 
Member of Associated Business Papers, Inc. 


More than 19,000 Copies 


of This Issue Are Being 
Printed and Distributed 








Leading Articles in This Issue 


Making Merchandising Pay. By Milt Marvels. 
Page 18. 

Solving Chinese Puzzles in Plumbing and Heat- 
ing. By an American Engineer. Page 2}. 

The Annual Convention of the Indiana Society 
of Sanitary Engineers. Page 24. 

The Third Annual Conference for Training 
Plumbing Instructors. Page 27. 

The Annual Convention of the Kansas Master 
Plumbers’ Association. Page 31. 


Plumbing—From the Floor Plans. Page 38. 


Special Departments 
Between Ourselves. Page 15. 
Editorials. Page 17. 
Advertising Editorial No. 


Fuel Costs." Page 37. 


Practical Problems. Page 55. 

Markets—Business Conditions in anti Job- 
bing Centers. Page 57. 

Convention Dates. Page 65. 

This Week—Among Manufacturers, Wholesal- 
ers and Their Salesmen. Page 67 

The Trade—With Master Plumbers and Heating 
Contractors. Page 87. 


Plumbing and Heating Patents. Page 112. 


262.—““Cut Spring 


——— aera 


a at a i ee 
— 6 rr LPP re ——— ee 
—* ee a —_ — — — aes “saa cs 


OO 


—OWA Ape PtP 





March 26, 


a 





Advertisers This Week 


Lavelle Rubber Co........ 108 
Lavin & Sons, R.......... 55 


Martin & Sons, H. P...... 111 
McAlear Mfg. Co..... 
McDonnell & Miller....... 65 
McShane Bell Fdy. Co..... 111 
Michigan Smelting & Re- 
fining Co 80 and §1 
Midland Metal Mfg. Co....101 
Milwaukee Valve Co...... 14 


Minneapolis Heat Regula- 
tor Co. peteeesswacces BB 
1 


Monitor Boiler See 
Myers & Bro. Co., F. E.. 


National Radiator Co...... 
ee en ne 114 
National Water Lift Co....107 
Neptune Meter Co......... 77 
Never Split Seat Co...... 39 
Novelty Steam Boiler Wks. 90 
Nye Tool & Machine Wks. 13 


ORID FARRS 060s sckaaees . 34 
oer -Thompson Mfg. 


eeeee 


$530 5S FACES EEO HSK D688 12 
a ee eee 105 
Page Boiler Co., Wm. H.. 7% 
ee ee Oe 100 
Penberthy Injector Co..... 66 
Penn Engineering Co. 

(Philadelphia) ......... 116 
Perfection Stove Co....... 9 
Peters Pump Co.......... .107 
PRUMGS DPT COs. ccccccce 211 
Phoenix Brass Fdy..... -+ +104 
a. “epeiye Engineering 

COSPO OD erereoreeseces 86 
Plummer-Huff Co. ........ 112 
Powers Régulator Co...... 69 
Prier Co., Walter H...... 94 
Providence Fittings Co.... 48 
Raritan Radiator Co..... 

ivwse . -Inside Back Cov er 


Reading Steel Casting Co., 
nc. 


Richmond Fdy. & Mfg. Co. 55 

Riverside Foundry & Gal- 
vanizing Co. | 

Robbins, Gamwell & Co.. .115 


Sanitary Co. of America... 90 
Sherwood Brass Works.... 48 


Bloan Valve Co..cssocecsss 56 


Smooth-On Mfg. Co....... 84 
WPOREMRRR TO. cocccececess 55 
Standard Tank & Seat Co..115 
COE PUM GO. « ccceccccs 89 
Street & Kent Mfg. Co..... 95 
Stringer Bros. Co......... 108 
ZRRCr PEMD COs co0000.00 0 90 
Toledo Pipe Threading 

Machine Co. ..... a's o0 oe 16 
Tuttle’s Tite-on Cement Co, 79 
Union Radiator Co........ 54 
United-Oberndorf Corp. ... 51! 
United States Rubber Co... 99 
Were <50., SOR. Bick s ances 3 
Wade Iron Sanitary Mfg. 

Tk sas rasecsvesndeneses 105 
Walworth Co. ........ yada ee 


Wessels & Sons Co., D. D.. 92 
Ww Resting Sanitary Mfg. 


eas - Se Serre re 82 
Wolk Bite. COED. oc cecccess 3t 
Wolverine Brass Works... : 
Wolverine Tube Co........ 10 


Zeolite Engineering Co.... 4: 


ARO 


= 
“1 ia 
- 
— ‘ 
~~ OO PPP LPL pe spe pe stasis ope pups li, 


1927 


oO ~~~. 
RA A 


a 


OO 





ter hc nea mo 














( 
.¢ 
¢ 
} 
) 


























March 26, 1927 . DOMESTIC ENGINEERING 


ect \ vice 4 to the 


— Plumbing Trade with a compre: | & 
hensive line of Brass Goods and Specialties 
Honestly made and Honestly sold__ £4 


WeSell The Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


Manufacfures GRAND RAPIDS, Méi-chi¢-at. 
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T is obvious that the plumber’s greatest 
opportunity for new business lies in this 
vast undeveloped market for running water 


systems. 

This business can be secured by the 
plumber who handles and pushes Goulds 
Products. 


An Outfit for Every Purpose 


Goulds offers a complete line of running 
water systems which makes it possible for 
you to sell the most practical and satis- 
factory outfit for any individual purpose. 
You need never be in doubt or worry 


whether the outfit will work properly and 


AUTOWATER 1. 
OUTFIT W-4 
Direct from Well 


-apacity 210 gallons 
per hour 


RUNNING WATER IN EVERY AMERICAN HOME 


DOMESTIC ENGINEERING 


please the customer when you install a 
Goulds. Our engineers will gladly work with 
you in specifying the right system, if you 
need such cooperation in difficult cases. 
Their knowledge is based on 79 years ex- 
perience in building pumps. 


Two representative outfits of the Goulds 
line, W-4 and W-210—each a good seller 
which nets you a liberal profit—are illus- 
trated on this page. 


Special Financing Plan 


To make it still easier for you to capitalize 
on the vast market for running water sys- 





Features Found Only 
in Goulds Pumps 


Automatic Oiling Pump—Requires oiling once 
in two or three months. No possibility of oil and 
water mixing. 

Outside Packed Plunger—Easy to repack; not 
necessary to take pump apart which is the case 
with most other makes. Plunger, all bronze. 
Two Large Rubber Valves—instead of four small 
ones. 

Air Valve—with no working parts to give trouble. 
Bleeder Valve—Keeps pump always primed. This 
is a self~leaning valve and not merely a slot in the 
valve seat which will plug up. 

Crankshaft—drop forged steel; counter balanced 
to give smooth operation. 

Air and Vacuum Chambers—extra large, to 
give smooth steady flow of water. 

Floating Belt Tightener—instead of spring ten- 
sion type. Requires no oiling or other attention. 


Send for Catalog 15 


It shows the complete line of Goulds 
Autowater Systems and gives unlimited 
data on_the proper insta!!lation of running 
water outfits. 





March 2 


HAVE FULLY 
EQUIPPED 


tems and to enable home owners to enjoy 
the many advantages of this permanent im- 
provement we NOW have a convenient 
plan by which you can sell Goulds outfits on 
deferred payments. You get your money 
when the installation is made. 


Additional Profits for You 


Your profits do not end when you install 
an Autowater System. You make a cus- 
tomer who will later put in toilets, bath- 
tubs and other articles, giving you con- 
tinuous business and liberal profits over a 
period of time. 


AUTOWATER 
OUTFIT W-210 


With Large Storage 
Tank. Capacity 210 
gallons per hour. 





GOULDS PUMPS, INC. 


3 eh = or Ne oo ee ee 
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PAGE BOILERS 
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" The Distinguished Site oll 
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Equipment 


PAGE VOLUNTEERS. 


For the residence or small building job, the Page Volunteer Boiler will do more than satisfy 


It is equally efficient with coal or oil for steam, vapor or hot water heating. Note the deep 
firepot shown in the cutout view above. The volunteer firepot averages 26 inches from grate to 
crownsheet. 


The most effective heating surface is presented to the fire at its greatest intensity and allows 
for carrying fire for a long period without attention. 


They'll save fuel and pay you a real profit. 


THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Ave., New York Warehouse: Bush Terminal 
BRANCH OFFICES AND WAREHOUSES: 
Boston, 123 Beverly Street; Cleveland, Rose Building 


FACTORY: MEADVILLE, PENNSYLVANIA 
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0 BORE HOLES 


/ BORING THROUGH FLOORS FOR wm) pA 


The illustration shows how easy it is to get 
into close quarters for this job with the 
Black & Decker Drill. There is a ‘Right 
Angle Drilling Attachment which enables 
you to drill right into the corners; the Right 
Angle Attachment is also used for drilling 
or ‘notching’ tlosely set joists. 















ERECTING ~) 
BOILERS 


The Electric 
Drill is a veri- 
table godsend 
for boiler work 
—either for 
erection or 


repairs. 






























































TAPPING INTO LARGE PIPES 


The Electric Drill is used in connection with the Black & Decker 








PUTTING UP FIXTURES 














Hole Saw, which quickly and easily cuts large diameter hoies in It te no job at ail to drill tile with a Black & Decker 
any material which can be cut with a hack saw. Drill, and it saves a tremendous amount oftime 
and effort. 
You will find the most successful plumbers drilling holes by electricity and the 
majority of them prefer 
q 


BLACK & DECKER _| 


PORTABLE ELECTRIC DRILLS 
‘With the Pistol Grip and Trigger Switch’ 
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Hot water 
from the cold water pump 


Get new profits from this new field 








Model 412 


Heaters can be installed in houses with water 
pressure systems. 


OOK at the simple diagram above. It 


shows you a new way to profits, By 
installing hot water service for your cus- 


tomers who have no water pressure system. 


Connect a Perfection Kerosene Water 
Heater and tank with the old kitchen force 
pump. Attach a three-way valve, according 


It's the burners which make Perfection 
Heaters so satisfactory. They have been 
tested and proved by the 5,000,000 women 
who use them in Perfection Oil Cook 
Stoves. All Perfection Water Heaters are 


to the new system our engineers have de- 


veloped. Hot or cold watercanbe pumped! °44'PP ed with them. 


New Selling Policy 


Perfection Water Heaters are now being 
sold only through jobbers. Ask your job- 
ber for complete information on these 4 
heaters, or mail the coupon today. 





on this new installation. Profits are gener- 


: We'll gladly send you further information 


ous. Satisfied customers certain. 


/. 


Perfection 


Stove Co. 


7551 Platt Avenue 
Cleveland, Ohio 


With Water Pressure, Too 
With equal satisfaction these same Perfection 


PERFECTION STOVE COMPANY 
7551 Platt Avenue, Cleveland, Ohio 


tl 
Sold in Canada by The Sheet Metal Products Co. of Canada, Ltd., Toronto, Ont. Gentlemen: 


F 4 Please send me your 
new booklet, describing 


Pee eee 
< Heaters and theirinstallation. 
fo I am interested in the new 

a 4, -way valve installation. 


? ra ame 


| Kerosene Water Heaters y 


4 Address 


v4 City 


. eam 




















DOMESTIC ENGINEERING March 26, 1927 























BLUE RIBBON NIPPLES 


Steel Genuine Wrought Iron Brass 


Made from New, Clean Pipe 
Reamed and Chamfered 
Accurately Threaded 
Carefully Inspected 
Blue Ribbon Nipples in sizes from 1% inch to 1 inch inclusive, in 


either black or galvanized, may be had packed in handy cartons 
in assorted lengths. 


75 to the carton in 1 inch size 
100 to the carton in the smaller sizes | 
Label on carton tells contents 


We are the leading manufacturers of nipples in America. This 


leadership has been earned by the quality of our product and ex- 
cellence of our service. Manufactured and distributed from three 
centrally located plants. 


CHICAGO NIPPLE MFG. CO. 


BALTIMORE CHICAGO LOS ANGELES 
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COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 





Equally Efficient with Coal 





COIL Boiler installations prove extremely economical 


—generate heat rapidly and give complete satisfac- 
tion. The tubes take care of rapid expansion and 
contraction in the event of sudden intense heat or 


instantaneous shutting off of the burner. 





j The steel construction of COIL Boilers is practically 
| assurance against any repairs being necessary for 
many years. 


The installation is quickly made, and 
if desired, COIL Oil burning Boilers 


can be fitted with grates, shaking 


apparatus, etc., in thirty minutes time. 


Write today for interesting 
testimonials showing fuel 
savings from 25% to over 40%. 





MONITOR BOILER COMPANY 


1505 Race Street 


PHILADELPHIA, PA. 


BOILERS & RADIATORS 


| The LOWER 
the better— 


PEAKING of water lines, the lower the bet- 
ter! Under ordinary as well as extraordinary 
conditions low water line boilers assure better 
installations. 
The 43 and 47 inch water lines of Continental 
Low Water Line Boilers 


Continental Classic —give more space between water line and 


Radiators make your , . 
work look as good as it low point of main 


is. Four and six tube in . . 
standard heights. —hold a steady water line—prevent prim- 








The Continental Square 
ing Boiler for average-size 
—make them quick steamers — water residences. Shipped in 
° > ‘ two parts only, ready 

tubes in direct contact with flames : for an easy set-up. 
—burn any kind of fuel including oil. 


Made in regular and smokeless types 


—long fire travel assures maximum heat 
absorption before reaching chimney. 





Before you specify the boiler for your next job, 
write and find out how a low water line boiler 
will make your installation easier and better. 




















(ontinental Heater (Orporation 
General Office and Factory 
Dunkirk. N Y.U S.A. 
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A Letter 





Nye thin blade cutter wheel, made to 
fit all standard makes of pipe cutters, and 
guaranteed against breakage in use. 
Made both in smooth and knurled edge. 





GEARED a rent DEVICE 


Capacity 2} in. to 4 in., inclusive. 
Net price complete.............. $50.00 
West of Rocky Mountains........ 


FREE TRIAL—ABSOLUTELY 





Nye Solid Dies 


The Nye patented feature of removing 
every alternate tooth in the back of the 
die to reduce friction is used in Nye Solid 
i These dies are hardened and tem- 
pered in oil and made of finest tool steel. 





Nye Chasers 
Nos. 1, 1-A and 2 Receding Die 





0. 1, 1 in. to 1% in....$ .75 per set net 


No. 2,24 in, to 4in 


Nye Closet Spud Wrench 








from 
Harry G. Nye 


March 26, 1927 


To THE PLUMBERS AND STEAMFITTERS 
OF THE U. S. A. 





Friend Plumber: 


Yes, President Coolidge is going to spend his vacation 
in the West this summer, if you can call it a vacation. 
It is a great thing for the President to get out in the 
wide open spaces, and away from the wide open towns, 
away from everything and everybody except a couple of 
dozen Secret Service men, a half a hundred newspaper 
photographers, and three or four thousand tourists who 
want to see what Mr. Coolidge looks like, even if they - 
can't figure out why. 


There won't be enough space left in the wide open spaces 
to park a flivver. Personally, that wouldn't be any 
vacation for me A TALL. When I go fishing I don't want 
anybody around but me and the fish, and by that I don't 
mean a lot of poor fish from Washington, who either have 
a job or want one. When a bass gets off the hook, and I 
have something to say, I don't want to have to worry 
about how it will sound. 


What I would like to do with Cal Coolidge is to take him 
with me up to a place I know. I'm not going to tell you 
where it is—-the fishing is too good. But there 
wouldn't be anybody there but me and the President and a 
guide, and, if he wanted to come to the table with his 
coat off, it wouldn't get in the papers. If he wanted 
to e with his suspenders hanging down, so 

wou ; 


I've got a guide up there that can make a piece of bacon 
sizzle to the queen's taste. He would fill the Presi- 
dent full of flapjacks instead of flapdoodle, and then 
take him out and show him how to hit a trout in the 
mouth with a fly. As I understand it, the President is 
not an accomplished fisherman, but we will get him so 
good he can land a muskie with a piece of darning 


cotton. 


And I won't strike the President for a job, either. I've 
got job enough already——one wife, a modern daughter, 
two boys, a car in its third season, a pair of hound 
dogs, a factory, and seven million among my competitors 
trying to see who can make the cheapest pipe-—cutting 
tools instead of trying to see who can make the best. 


And yet you can't blame 'em. They know already. who 
makes the best. 
Yours truly, 


Copyright 1927 by Harry G. Nye 
All rights reserved. as 4A ° 


OTHERWISE KNOWN AS 


- THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 
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or overa quarter ofa 


century manufacturers 
of Standard Valves and 


Heating a 











ILVACO Packless Radiator Valves were chosen 
by the builders of the above pictured Cook 
County Hospital buildings because they knew thru 
experience that these time tested valves would be 
functioning 20 years from now with the same 
efficiency that they function today. caste aeamenien 


Milvaco Traps, a “oy needa 
i dence cum —all types. Air Vents, Air Eliminators, Drip 
Eric E. Hall, Architect — H. A. Durr & Co., Mechanical Traps, Blast Traps, Direct Return Traps. 
Engineers —Great Lakes Construction Co., General Con- 
STANDARD VALVES: 


tractors — Kinzie Engineering Co., Heating Contractors 
Packed Type Radiator Valves, Gate Valves, 


Globe Valves, Angle Valves, Check Valves. 


MILWAUKEE VALVE CO. mitwaukez, wis. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HEN GENERAL CHANG SENDS HIS 

VW troops out to smite the forces of General Sun, 

we pick up our morning papers and wonder 
what all the fighting in China is about, and get the im- 
pression that the entire country is one big revolution. 
Most of us have a very sketchy idea of what China is like 
politically and socially, but few of us have ever even 
thought much about the plumbing and heating condi- 
tions in that large country. Imagine yourself in the situ- 
ation of a man putting in a heating system in that land, 
or any other, where it was an impossibility to get either 
boilers or radiators, much less any of the other neces- 
sary devices for a heating system. ; 

This week we publish a story written by a man who 
had just that experience, and he tells what difficulties he 
had in making boilers and radiators. Interspersed with 
the details of manufacturing and installing the heat- 
ing equipment in a building replete with cracks and 
crevices, are a number of humorous experiences with 
Chinese workmen and their theories of how to live and 
act. This story is to be followed by a number of others 
of the same type and by the same author. If you read 
this one you will be looking forward to the forthcoming 
issues to read those following. The series is called, “Solv- 
ing Chinese Puzzles in Plumbing and Heating,” and is 
one of the most interesting that has ever been published 
in “Your Weekly.” 


HE ROAR AND TURMOIL OF A LARGE 

city of today is enough to drive any man to rash 
deeds if he pays attention to it. The noisiest part of any 
city is the elevated railroad, and visitors often wonder 
how metropolitans can stand it. Milt Marvels recently 
ran into a master plumber who not only stands it, but 
has his place of business in a very noisy and congested 
neighborhood of New York City, directly under the 
elevated tracks. He writes this week the story of that 
man, and calls it, “Making Merchandising Pay.” A. J. 
Newman, the contractor in mind, has a showroom in a 
district composed almost entirely of apartment  build- 
ings, yet he has proved that merchandising methods will 
work regardless of whether or not the customers are 
owners or renters. Read this interesting story of a suc- 
cessful master plumber, who has overcome obstacles 
which others might think absolutely insurmountable. 


HE SCHOOLMASTER THIS WEEK HAS A 
little admonition for those class members who have 
failed to turn in answers to the latest problem on draw- 
ing floor plans. With this gentle admonition, and a re- 





quest to the members to send in answers, comes a promise 
from that worthy instructor that he will write an article, 
or series of articles, in the future, on the subject of how 
to read plans and make elevations from them. No one 
who is seeking to advance in plumbing can dodge the 
fact that sooner or later he will have to learn to read 
building plans, and among those who know best, it is an 
established fact that to know how to read drawings 
thoroughly, one must draw plans himself for practice. 
The Schoolmaster is trying to teach his class how to 
make these drawings so they can read them in the 
future. Come on Class members, try your skill on these 
drawings—the criticisms will build up your knowledge 
of the plumbing business! 


HE THEORIES OF MODERN EDUCATORS 

have improved a great deal over those of their 
predecessors, and one of the most outstanding of these 
improvements is the desire on the part of the teacher to 
learn more all the time. The summer school courses of 
our universities are filled with teachers every year, some 
of them working on master’s degrees, others merely on 
a furtherance of their present education. This theory 
of a teacher going to school has not escaped the plumb- 
ing field, and this week we report the story of the recent 
annual Conference for Plumbing Instructors, held in 
Pittsburgh, Pa., under the auspices of the Carnegie In- 
stitute of Technology, the University of Pittsburgh and 
the National Trade Extension Bureau. These teachers 
of plumbing picked up a lot of good information at the 
conference, and a general improvement in the journey- 
men of the future will undoubtedly be a result. 


FTER A BRIEF LAYOFF, THE CONVEN- 
tion season came back last week with a bang. “Your 
Weekly” is rather proud of the manner in which its 
convention reports are written. The most important 
part of every convention is featured in the report, and 
it is made readable for the man who has not a great deal 
of time to read about some of the relatively unimportant 
happenings of a convention. This week we have stories 
from the Indiana and Kansas conventions, where a num- 
ber of important subjects were discussed, and resolutions 
passed. Reading reports from the various state conven- 
tions is the only possible way in which to get a good gen- 
eral view of what is happening in association affairs. 
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TESTIMONIALS THAT CONVINCE YOU= 











of the remarkable efficiency of ‘‘TOLEDO’’ Power Drives. 
Hundreds say, ‘‘The Best Investment I’ve made.” But 
the new ‘“‘TOLEDO”’ Universal Power Drive does even more. 


Hundreds upon hundreds 
of testimonials have been 
received from owners of 
**TOLEDO”’ Power Drives. 
Some tell us ‘‘The best in- 
vestment we have ever made.” 
Others say ‘‘Paid for itself on 
one job.”’ And still others 
advise ‘‘We are sorry we did 
not knowZabout the Drive 
sooner.’’ 

Now the new “*TOLEDO’”’ 
UNIVERSAL Power Drive 
that can be connected to a 
lamp socket, on any 110 volt 
current, equipped with 
variable speed, reversible 
motor, cuts and threads with 
‘“‘TOLEDO”’ tools and backs 
the dies off the completed 
threads by power. With the 
Power Drive Helper and 
‘“*TOLEDO”’ tools for 14 to 2 
in,, it’s equipment that is 
ready for any job anywhere 
and will pay for itself by the 
time and labor it will save. 














Investigate today the 
merits of this new 
**TOLEDO”’ equipment. 


Buy by Comparison 
and you'll buy a 


“TO DO 


w 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


72 LAFAYETTE ST. 
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Mention Domestic ENGINEERING when writing advertisers. 
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The State A number of state snnatet plumbers’ 


; associations have in their employ 
Organizer field secretaries, or organizers. Still 
others are discussing the advisability of securing the 
services of such men. Because a good man is worth a 
good salary, the financial arrangements necessary to put 
through such a plan have been the stumbling block in 
practically every case. We use the arguments of the 
proponents of field secretaries in saying that, to get any- 
thing out of association effort, something must be put in. 
The idea behind a state organizer is to increase associa- 
tion membership. The idea behind an increased member- 
ship is that in union there is strength, that accomplish- 
ment of certain aims is possible only through concerted 
effort. If a state organizer can build up an association 
and if a built-up association will conscientiously direct 
its efforts for the good of all, then we say to secure an 
organizer, and the results will far outweigh the expense. 


Fi d th From listening to an attorney speak at 
1n é : 

the annual convention of the Indiana 
Owner 


impressed with the necessity of being careful about 


Society of Sanitary dingineers, we were 


doing work for any one before ascertaining definitely the 
chances of collecting the bill. So many master plumbers 
will do jobs for people without investigating their ability 
to pay, and then discover, when they try to force them 
to pay, that they have no legal support. This attorney 
to whom we refer gave a talk on the lien law, and gave 
a number of instances in which master plumbers tried to 
put a lien on a building to insure payment for their goods 
and services, only to find out that they had done work 
for others than the owner, And, as the lawyer explained, 
a lien, to be effective, must “be brought home to the 


, 


owner.” In other words, the owner, and no one else, 
must have given authority for the work and, to make a 
lien good, it must be possible to prove that the work was 
done for the owner. 

And there are so many possibilities for mistaking the 
identity of the owner. For instance, tmany homes today 
are being bought on conditional sales contracts, meaning 
that the property remains the possession of the seller 
until the buyer, over a period of years, has paid for it. 
A master plumber could readily assume that people liv- 
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ing in such homes own them, but if he tries to put a lien 
on them he might quickly find that he is unable to “bring 
it home to the owner.” It is mighty good business, there- 
fore, to know full details, for one can not afford to make 


many such mistakes. 


H. lth or A leading man in the plumbing in- 
7” dustry believes that the health appeal 
Comfort is not the one which will most effec- 
tively sell plumbing to the public. His idea is that the 
average person does not care a thing about his health 
until he loses it, and, therefore, that the master plumber 
trying to convince this average person that he should buy 
plumbing in order to protect his health will not have the 
success for which he hopes. He points out that comfort 
and convenience are what the average person will buy. 

We ourselves always link up the three—health, com- 
fort and convenience. But this idea is worth the master 
plumber’s consideration. \We do not believe that the 
health appeal should be left out, but we are all acquainted 
with the person who cares little for his health and a great 
deal for his comfort. Good selling, anyway, does not 
overlook a single argument, so we recommend to the 
master plumber that he use every possible appeal, there- 
by including every one who cares for health alone, com- 
fort alone, convenience alone, or all three together. 


Business i a study made in 274 cities by the 

+ amas Bureau of Labor “Statistics of the U. 
of Living S. Department of Labor, it has been 
found that in 1925, 64.7 cents out of every dollar ex- 
pended for new building construction were spent for 
residential buildings, including hotels, as against 35.3 
cents spent for new non-residential buildings. One- 
family dwellings made up 41.7 per cent of the total 
number of new buildings and 28.2 per cent of the total 
building costs. ‘Two-family dwellings constituted 6.9 
per cent of all buildings and 8.5 per cent of all costs. 
Apartment houses, each built to accommodate three or 
more families, were 3.0 per cent of all new buildings but 
made up 20.6 per cent of all costs. From the above, it 
is quite evident that the old business of living is still 
about the most important thing to which the building 
industry caters. 
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With the “LL” roaring by 


overhead, in a congested section of apartment houses, this 


master is making merchandising pay 


By MILT MARVELS 


across the type of man who has the courage to do the 
unexpected thing, and to make it stick. Take a man 
whose place of business is in a congested apartment dis- 
trict, in a large city. If he clings to the old-fashioned 


ideas, he won’t see any use whatever in setting up a fine 
display, with good windows. At first thought, you’re in- 
clined to agree with him. What business is there for the 
man who is in such a district? He’s surrounded with 
apartment buildings, with few private homes. What’s the 
use of displaying equipment such as the home owner 
would buy? The answer is: “A 150,000 volume,” an 
answer you'll understand when you have read this story. 

If you were to ask the question, you’d probably receive 
an answer something like this: ‘“‘Oh, it wouldn’t pay me to 
fool with things like that. In a big city people don’t come 
into plumbing shops. They just phone and say they want 
a plumber when something goes wrong. I wouldn’t get 
any more business than I’m doing now if I spent a lot of 
money on a sales room.” 

But here is a master plumber and heating contractor in 
the biggest city in the United States who has proved that 
these theories are all wrong. He did the unusual—the 
unexpected. In business at 4455 Third avenue, New York 
City, in that section of the Bronx Borough that might 
provide the most excuse for a belief such as the old- 
fashioned master might hold, as it is in a center of apart- 
ment buildings, with comparatively few private homes, 
and naturally contract and repair work make up the big- 
gest proportion of the average master’s volume. 


| = ALWAYS been an interesting thing to me to run 


STRIKING OUT ALONG NEW LINES 


J. NEWMAN, president of A. J. Newman, Inc., is 
A. the plumbing and heating contractor whose busi- 
ness story we have to tell. Briefly, it is the tale of a man 
who made advertising pay, who has made a show room and 


a show window produce dividends, who has made use of 
satisfied customers to bring him other customers, who con- 
ducts a shop that is as orderly as the average high grade 
retail store, and who has made the word “service’’ mean 
“profit”? to him—all in a congested ‘‘cliff-dwelling’’ district. 

Mr. Newman is not an old man, either in years or in 
length of service as a contractor. In his middle thirties, 
he has been in business only since 1921. He says he had a 
“fair’’ capital when he started six years ago, but it might 
be mentioned that a big share of that capital was earnest- 
ness, honesty, a knowledge of his craft, a desire to serve, 


. and a willingness to give value received for every dollar 


that he secured from work done. 

Today his capital is not an especially large one. Much 
of it is invested in the showroom, with the two attractive 
display windows, in his shop that is as neat as a pin and 
as convenient as a Stillson wrench, and in two automo- 
biles maintained for delivery. But there is also an in- 
tangible quality, one that is hard to measure in dollars and 
cents, but is nevertheless worth real money on the market, 
that quality which is known as good will. And, despite 
the investment of real cash in the former items, the last 
named would probably more than balance them in case 
Mr. Newman decided to retire and sell out his business. 

In 1921, when he started, his volume was of course nil. 
Last year it passed the $150,000 a year mark. Isn’t this 
proof positive that business can be built up to a profitable 
mark in a big city by proper business methods? This, 
briefly, is what Mr. Newman had when he began, and 
what he has achieved. The pictures reproduced herewith 
will give you an idea of his store, his delivery service, his 
window display. Here, with the “‘L’’ roaring by overhead, 
he has proved that merchandising can be made to pay 
wherever there are human beings to buy. Now a word 
about the six years between humble beginnings «nd 
present success. 
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CONSISTENT ADVERTISING PAID 

IKE MOST successful men, this contractor believes in 
L advertising. The old adage about the world beating 
a path to your door, if you are the best in your line, he 
knows, is outgrown, and he knows that the greatest man 
or the greatest thing*in the world will never be known to 
the public unless someone tells them about it. He hadn’t 
a great deal of money, and did not want to spend a vast 
amount of it for publicity. Besides, he knew that if he 
expended too much it would be out of proportion to the 
volume of business it would bring in. 

So he decided upon a four-inch, one-column advertise- 
ment, to be run weekly in a daily newspaper that reaches 
a big proportion of the people in the Bronx and Harlem. 
He had secured the agency for a good gas range and a well 
known oil burner. So his weekly ads featured merely his 
name, his business, his address and telephone number, to- 
gether with a cut of the range or the burner and a few 
words describing the product. Every ad also carried the 
word ‘“jobbing,”’ so that people would know that he was 
equipped to give them service when repairs were needed. 

The telephone book was another possibility. It reached 
thousands of people, most of whom are at least fairly well 
to do, and space costs comparatively little. So he inserted 
a card init. There was also the ‘‘Red Book,” the classified 
telephone directory, another advertising medium which 
took only a limited amount of money. 

Of course if he was to advertise, he had to have the 
goods on hand to show prospects. And good goods in a 
poor setting will look like poor goods. So his place was 
made scrupulously clean as a first step, then the ranges and 
fixtures attractively arranged. And, as people will often 
buy articles in a store that they had no intention of pur- 
chasing when they entered, providing their attention is 
called to them, Mr. Newman installed a display of plumb- 
ing and heating accessories. Other sales, other profits. 

In a section like the one in which the contractor’s store 
is located, it is hard to make your shop stand out 
from the others in the block. All are almost exactly 
alike, and only ingenuity will mark the difference 
between the master plumber’s 
and the electrical contractor’s, 
for instance. He wanted 
passers-by to know that there 
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was an up-to-date plumbing and heating shop in the neigh- 
borhood, to remember when next they needed plumbing 
and heating that they could be served quickly by a neigh- 
borhood store. His store was on a street above which ran 
an elevated railway, which made his problem harder. 

His first move toward a solution was in having signs 
showing the type of business in the store large enough so 
that persons passing on the opposite side of the street 
could not help but see them. Two signs were made, each 
saying simply: ‘Plumbing. Heating.’’ They were placed 
on either side of the door, one above each window. Then, 
for the person who might not raise his eyes to their height, 
the two windows were marked with the name of the firm, 
one window mentioning plumbing and the other heating. 
The same idea was carried out in window displays, one 
being given over to heating and one to plumbing. 


SALES PRODUCING WINDOWS 

HE HEATING window has been a star producer, Mr. 

Newman states. In it he has placed a heating boiler, 
connected up with a range boiler by means of an indirect 
heater. In the firebox he arranged a red electric light 
bulb, always lighted at night, which gave the effect of a 
glowing fire. Attractive window stickers, attached by rib- 
bons to different parts of the display, explain the points of 
interest and efficiency. Does it pay? In one month Mr. 
Newman got two heating jobs, both at a good profit, which 
he can attribute directly to the display, and, of course, 
there may have been others which he cannot definitely 
credit to the window. 

The other side is also made simple. Too many articles 
clutter up a window, he thinks. So in the center he may 
put a modern up-to-the-minute lavatory, with possibly a 
swinging spout faucet and some other accessory setting off 
the central object. An attractively framed copy of his 
New York license is much in evi- 
dence, as is his card showing his 
membership in the National Asso- 
ciation of Master Plumbers. Dis- 















Where the thinking and planning is done—a well equipped office 
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plays are changed once a month, in order to prevent their 
becoming stale, and they are cleaned twice a week. 

The advertising has paid as well. Direct calls from his 
gas range advertising sold 25 ranges in two months. Dur- 
ing the same two months he sold two oil burners from the 
advertising, and of course got the installations as well. 


Profit in those jobs, too, with competition practically 
absent. 

There is also a 
mailing list in the 


office at the rear. It 
only has a couple of 
hundred names. But 
these all 
good, are 
those of people for 
whom he has done 
work and of persons 
recommended by cus- 


names are 
for they 





tomers. That list 
produces, and it pro- 
duces business from 
people who, he knows, 
will pay their bills 
and are willing to 
pay properly for 
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proper installaticn 
and service.  In- 
cidentally, he has no 
collection 


These windows sell! 


Before he takes a job, he knows 
when and how he is going to be paid, and will not do work 
that may result in trouble when bills are due. ‘“‘Gambling 


may pay,” Mr. Newman says, “but it often wipes away the 


problem. 


profit from many other jobs when one cannot collect from 
a customer you knew was shaky before you did the work.”’ 

We spoke about his office a short time ago. It is a 
modern office, with no makeshifts. He employs a stenog- 
rapher-bookkeeper, and he takes advantages of the serv- 
ices of the Trade Extension Bureau and the trade press. 
You will note in the picture that he has a check writer 


and an adding machine. No losses in estimating because 


Read what 
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of an error in adding totals. There is a safe for impor- 
tant papers, as he doesn’t want to take chances on fire or 
theft. “If it is worth while being in business, it is worth 
while doing business right,’”’ he believes. 

We asked him how he holds his customers permanently. 
You all know how hard it is, in thesé days of competitive 
bidding, to keep them from becoming ex-customers instead 
“Prompt service,” was his reply. Elab- 
orating on this theme, 
Mr. Newman ex- 
plained that he tried 
to get on the _ job 
when he said he 
would, that the work 
was done to the very 
best of the journey- 
man’s ability, and 
that the firm always 
tried to give just a 
little more than the 
specifications called 
for. Do you blame 
customers for coming 
back when again they 
need the services of a 
plumbing and _ heat- 
ing man, or being 
willing to give a firm 
of this kind work 
upon it meeting the lowest bid, made 
by some concern about which the prospects know nothing? 


of old customers. 
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they produced in one month 


without insisting 

There is nothing of the Horatio Alger boy hero who be- 
came a big financier over night in Mr. Newman’s story. 
It is merely the tale of a man who made the best of con- 
ditions in which he found himself, who conquered the ob- 
stacles by the use of plain common sense and good mer- 
chandising, and who today is a successful contractor be- 
cause of that. It was done in New York City, it can be 
done elsewhere. It is, according to my observation, being 
done elsewhere by men who are breaking old-fashioned 
ideas and taking up the new gospel of merchandising. 


Colorado Starts Shale Oil Production 


The following are some of the results of the work of the 
U. S. Bureau of Mines in 1926: 

A carbon-monoxide recorder developed at the Pittsburgh 
station of the bureau has given excellent service in a num- 
ber of fields. This delicate instrument gives warning of 
the presence of this deadly gas in tunnel atmospheres of 
four parts in ten thousand parts of air, and indicates much 
lower concentrations. This recorder should prove of value 
in the maintenance of safe atmospheric conditions in the 
vehicular tunnels of the country now congested with au- 
tomobile traffic. 

Actual production of shale oil was begun at the experi- 
mental oil-shale plant established near Rulison, Colo. 
American-type and Scottish-type retorts are being operated 
for purposes of comparison. It is hoped that the opera- 
tion of this experimental plant may be an important step 
in the development of an American shale-oil industry 
which at some future date attain tremendous pro- 
portions. 


may 


Chemists at the Pittsburgh experiment station have de- 
veloped a new respirator that is believed to be superior to 
other devices as a means of protecting wearers from in- 
jurious dusts encountered in mining and other industries. 





Studies conducted in co-operation with the United States 
Public Health Service and the American Society of Heat- 
ing and Ventilating Engineers are affording information 
relative to temperatures and air-movement conditions 
which insure the best safety and efficiency conditions in 
mines and factories. Sanitary surveys of mining towns 
in various parts of the country have been made by Public 
Health Service officials attached to the staff of the Bureau 
A study of the serious problem of pollution of 
streams by waste waters from mines is being conducted. 
Health hazards in the use of ethyl gasoline were investi- 
gated. 

An economics branch has been established in the bureau 
for the study of economic problems in the mineral indus- 
This new branch is giving attention to the use of 
coal reserves, prices, distribution, 
stocks and marketing. 

The bureau continued its studies looking toward the 
more efficient utilization of fuels in industrial plants and 
in homes. Refractories in boiler furnaces, the clinkering 
properties of coal, pulverized coal for marine boilers, 
were also studied 


of Mines. 


tries. 


coal, consumption, 


properties of coke, coal washing, etc., 


by the pureau. 











Solving Chinese Puzzles i 
Plumbing and Heating 





Seven years of experience in the Orient, 5000 miles mn 
from the sources of supply , we 
ie a 
By An American Engineer ‘al 
- i 
% iy L 
= , , : ; . , , BB i : 
This is the first of a series of stories of experiences in plumbing and heating work in t ” E 
China. They were written by an American engineer who is now employed in the * Hg fp 
construction of a 108-story building in New York City. These stories are very in- _ te 
structive. They are also highly entertaining. FE - " 
American plumbing and heating goods are going to almost every foreign country. ‘ Uh Tis 
The world is practically an open field for the American plumbing and heating man. “ 3 
His knowledge and skill are in demand everywhere. a im ' 
Read this story and then the other stories as they come along and become ac- h e rec carpe ag 
quainted with the conditions surrounding plumbing and heating contracting work : } cheusen <6 the ont 
in foreign lands. F ‘ neer who wrote this 
Be Hy article 











OW many of the readers of this business paper have 

H had the experience of making plumbing and heat- 

ing installations five thousand miles away from 

the nearest supply house or manufacturer; in a locality 

where a month is the average time required to get a let- 

ter back from the source of supply and where two to 

three months may elapse before freight shipments can be 
expected in response to the letter? 

Add to this, a territory larger than the United States of 
America, a population four times as great, and the whole 
country served by about six railroads most of which are 
single-tracked! When one visualizes the conditions men- 
tioned he begins to realize the extent of the possibilities 
in China, the country, which—to many of us Americans— 
is a land of mystery. In reality nothing is farther from 
the truth. The Chinese people, taken as a class, gre a 
plain, simple and, to a terribly great extent, ignorant 
mass of people. 

There is no such thing as a public school for Chinese 
children, consequently those growing up to man- and 
womanhood and who cannot even read their own lan- 
guage, constitute a very large percentage of the popula- 
tion. They do 
very little 
thinking for 


al 


Chinese. They do not ask whether a proposed action is 
morally right or wrong. They do not consider the ques- 
tion even from its legal aspects. The question they put 
to themselves is, ‘‘Has it been done by good Chinese 
before?” or “Is it a recognized custom of the country?”’ 
and if the answer is, ‘Yes’ then the action must be right 
and if the answer is ‘‘No,’”’ then it must be wrong. 

These few preliminary remarks are simply to illustrate 
to the reader the strange and, to us, unusual conditions 
of life that are common in the Orient and to prepare him 
for the understanding of some facts that otherwise 
might sound too fantastic. 

The intention of this article is not to provide a humor- 
ous discussion, yet undoubtedly the reader will smile 
many times and wink his eye when he comes to some- 
thing in which he feels the writer surely must be “‘telling 
another’’; yet in this case truth is so much stranger than 
fiction that it requires no artificial dressing up or elabora- 
tion to make it readable. The cold facts are hot stuff— 
if the reader can understand this paradox. 
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Side elevation of main building and office and “go-down” building, showing boiler one of their 
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lines of activity. On looking around the office the only 
aids to commencing such a business were an office and a 
desk. The details leading up to this situation are of no 
interest to the reader and do not need outlining here. 

It was found that by strenuous effort the services of 
a stenographer of more or less (usually less) ability 
might be procured. Tools there were none; an organiza- 
tion must be created; a stock of pipe and fittings was 
still to be procured. Contracts were up to one to obtain if 
possible; a shop—it had not been thought of; plumbing 
fixtures, radiators, boilers, hot water heaters—not a single 
one on hand. 

Just to make things interesting and to keep the new 
manager from sitting at his desk too much, it was decided 
by the company that it was necessary to heat a new 
drafting room which had been put into commission 
and that this plant should be in operation within sixty 
days. 

The new draft- oo 
ing room occupied 
the entire second 
floor of the ware- 
house (or, as it is r 
termed locally, & 
“go-down’’). This 
was immediately 
in the rear of the 
main offices. There 
were about four- 


teen feet of space 
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The radiator proposition could, of course, be overcoujie by 
the use of pipe coils, but what to do about a boiler «used 


some deep and serious thinking. 


A HOME MADE BOILER 
T proved a simple conclusion to decide that, the 
I boiler could not be obtained from America in time 
for the service required, it would be necessary to consiruct 
a boiler locally. The facts that neither radiator air 
nor radiator valves of any description were obtainable, 


alves 


and that the minimum cold weather temperature was 
about 25 degrees F., determined the use of a hot water 
system. Therefore the problem was to build a hot water 


boiler. 

Calculation of the heat losses for the entire floor of the 
“eo-down,” with liberal additions for cold floor, cold 
roof and excessive leakage, showed figures that demanded 
a good sized boiler. 
Having arrived at 
this point it was 
only necessary to 
produce a_ boiler 
of the required ca- 
pacity. 

Knowing the 
poor quality of 
castings made lo- 
cally, it seemed 
highly desirable 
not to use cast 
iron in any part of 
the boiler in di- 
rect contact with 
the fire where it 
would be. sub- 
jected to water 
pressure nor, in 
fact, in any loca- 
tion where a leak 
might develop 
which could not 
be caulked up or 
made tight by the 
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the tea storage 
room which it was 
desired to leave 
without heat, while over the drafting room was a poorly 
constructed Chinese tile roof; this roof might well be 
termed a “breathing’’ roof owing to the large number 
of small openings between one tile and another. 

The building was open on four sides and thus had four 
exposures. The floor was of two-inch planking, this being 
old and poorly constructed owing to the shrinkage in the 
wood. A ‘‘mean’”’ heating proposition, the reader will ad- 
mit. 

Investigation of the local Chinese shops revealed the 
fact that some British pipe was available, as well as a 
large assortment of the smaller sizes of pipe fittings, these 
also being British made. Besides this, English stocks and 
dies were obtainable, but boilers and radiators were not. 
Nor would they arrive in time if ordered from the States. 

Local Chinese foundries could make patterns and turn 
out rough castings after a fashion. Such castings were 
usually porous and sometimes had to be poured three times 
and the best of the three taken. The selected casting then 
had the holes filled with a mixture of iron fillings and sal 
ammoniac so as to rust up and make a rust-tight joint. Not 
a very promising prospect! 


Fig. 1 











words all castings 
(excepting the 
grates) must be 
¢cecessible, so as to be easily repaired in case of need. 

The production of anything along the lines of the home- 
manufactured cast-iron heating boiler was manifestly out 
of the question. This naturally led to the consideration 
of a brick-set proposition. Investigation showed that 
common brick, fire brick and fire clay could be purchased 
as well as cement, sand and gravel, these being used in 
local building construction. 

How then could these materials be combined 
pipe and rough castings to produce a hot water heating 
boiler of the required capacity? Further consideration 
evolved the idea of utilizing pipe coils. 

Here again another difficulty arose. The British 
thread is not a taper pipe thread like the American thread, 
and it is customary to wrap a few skeins of yarn aroun: the 
male pipe thread before screwing it into the fitting so as 


with the 


pipe 


to produce a tight joint. But how long would such a joint 
remain tight when exposed to the action of fire i: the 
furnace? 

and 


In wandering through the maze of suggestio! 
counter suggestions, of solutions and rejections 0! 
tions, it became evident that the cost of any kind 


olu- 
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boiler was going 
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flanged ends, and 
the natural answer 
was to use a header something on the style of the Mills 
boiler. To build such a header out of pipe and fittings 
was impossible because pipe and fittings of such large size 
were not obtainable in the local market. So a cast iron 
header was decided upon. If this were placed entirely 
outside of the setting and wholly accessible, it could be 
patched up or plugged whenever it gave trouble. 


THE TROUBLE ONLY BEGINNING 
AVING proceeded mentally to this point, a Chinese 
ig peices was started on the design. He had never 
seen a heating boiler in his life nor even a drawing of 
one until about six months prior to the time this job 
was undertaken. 

Troubles were not over by any means; they were only 
beginning. After figuring out the amount of pipe heat- 
ing surface required in the boiler, it was found that small 
pipe would give more surface at less cost than larger 
sizes. In addition to this, small pipe could be bent more 
easily. At the same time the circulation through the 
tubes directly over the fire could not be restricted too 
much as otherwise steam 
would be formed and noise 
and hammering result. So 


Spill Over 
Zo Ex- 


pansion | uo Jb 
2-in. pipe was decided upon. Tonk | ly" Yn 


Laying this out on the 








: 2 
i cleanout openings. 

The setting was built of ordinary brick and lined with 
fire brick; the top was formed by use of a reinforced con- 
crete slab provided with a smoke opening. See Figs. 1 
and 2. 

The casting designs were sent out to have patterns and 
castings made. Then the matter of location of the boiler 
was considered. Investigation showed that there was no 
chimney of any description in the ‘‘go-down.’’ Objections 
were also raised to the idea of putting this boiler in the 
lower story for dirt and ashes have never been known to 
improve the quality of tea. Finally a novel method of 
solving the problem was decided upon. 

When all other possibilities were exhausted, it was 
decided to place the boiler OUTDOORS in the space 
between the two buildings, and to run a galvanized iron 
smoke pipe up the outside wall of the ‘‘go-down.” 

The first castings delivered were the flanges for the 
ends of the pipe-bends going into the boiler. These bends 
were then made up from a template and came out very 
well. At the same time coils were being installed in the 
building and an old steel tank was located which would 
serve at a pinch, as an ex- 
pansion tank. 

Energetic action also un- 
covered a few gate valves 
such as are ordinarily used 
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making patterns, casting 
and machining of more spe- 
cial work, it was determined 
to make return bend coils, 
(Continued on Page 28) 
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Kmploys Field Secretary 


dis- 
put off 


employing a field secretary, 
often at previous conventions but 
the financial difficulties involved, 
again advanced at this year’s annual convention of the 
Indiana Society of Sanitary Engineers, held March 14, 
15 and 16, at Indianapolis, and this time with a financing 
plan which won the endorsement of a majority of the 
delegates. A state organizer, therefore, will be employed 
at once, The In- 
dianians endorsed the proposed sales development 
program in mind for the Trade Extension Bureau 
at the same time, went on record as favoring the mark- 
ing of prices on display fixtures. 
A state plumbing and a 
cities the authority to license master plumbers struck a 
judging from 
present code 


HE question of 
cussed 


because of was 


according to the resolution passed. 
also 
and, 


code law to give Indiana's 


the discussions they 
cover all 


popular chord, 
voked. The 
buildings, and cities have no right to 
law making the latter possible failed to 
last legislature, the “pocket 
The legislative 
structed to do all possible to assure the passage of the 


pro- 
does not classes of 
issue licenses. A 
Indiana’s 
killing it. 
was in- 


pass 


veto’ 
therefore, 


governor’s 
society’s committee, 
necessary legislation in 1929. 

Strenuous opposition to the proposed the 
Trade Extension Bureau from the place of its birth, a 
willingness to affiliate with other neighboring states in a 
Central States Organization, the appointment of a standing 
trade relations committee and various matters pertaining 
to association management were among the resolutions 
passed. 

Officers for the coming year will be C. C. Pyke, Lafay- 
ette, president; Frank E. Irish, Indianapolis, vice presi- 
dent; and A. E. Werkhoff, Lafayette, secretary-treasurer. 
J. H. Daniels, Gary, retiring president, automatically be- 
came a member of the Board of Directors on the passage 
of a resolution calling for ,such a procedure hereafter 
in the case of every retiring president. V. C. Knauth, 
Vincennes, was elected to the board for a two-year term 
and R. M. Fred 


removal of 


Cotton, Indianapolis, for one year. 


C. C. Pyke, Lafayette, 1s new president 





Christman, Terre Haute, and Arthur Lahr, Lafayette, 


were named delegates to the national convention, with 
C. J. Dichmann, Indianapolis, and Dart Connor, Hammond, 
as alternates. 
at-arms. 
Gary will hold the next convention, the delegates ac- 
association to 


O. H. Hoff, Brazil, was elected sergeant- 


cepting the invitation of the Gary 


there in 1928. 


come 








Left to right: Frank E. Irish, Indianapolis, newly elected vice 
president of the Indiana Society of Sanitary Engineers; C. C. 
Pyke, Lafayette, newly elected president of the organization 


President J. H. Daniels, Gary, presided at all the 
sessions. Frank E. Irish, president of the Indianapolis 
Merchant Plumbers’ Association, welcomed the visitors 


to his city, and his address of welcome was responded to 
by C. H. Maloney, Gary. Mrs. J. A. Diggle, vice president 
of the national ladies’ auxiliary and chairman of the 
ladies’ committee at this convention, welcomed the ladies 
of the Indiana auxiliary. Mrs. John Orth, Lafayette, 
president of the Indiana auxiliary, responded. 
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First group of delegates and guests attending the annual convention 


of the Indiana Society of Sanitary Engineers, 


Indianapolis 
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LANG DESCRIBES NATIONAL CONVENTION 

EFORE President Daniels took his turn on the pro- 
B gram to read his report, he gave the floor to William 
J. Lang, Chicago, a national director and manager of the 
Exposition Bureau of the coming convention of the Na- 
tional Association of Master Plumbers. Mr. Lang ex- 
plained to the Indiana delegates that, inasmuch as the 
national convention has become a commercial affair, its 
management has been put in the hands of the national 
association rather than in those of the local association. 
in whose city it is being held, as was formerly the case. 
The convention at Louisville was the first to be so run, 
he said, and Mr. Lang was in charge of the exhibits. He 
said that he made $12,000 for the national association 
at that convention. He is again in charge for the Minne- 








Left to right: J. W. Cannon, president, Plumbing Contractors’ 
Association of Chicago; E. C. Garrity, president, National 
Plumbing & Heating Supply Co., Chicago; H. W. Seymour, 
general manager of sales, Crane Co., Chicago; W. J. Lang, 
Chicago, director, National Association of Master Plumbers; 
W. J. Kohler, president, Kohler Co., Kohler, Wis.; John J. 
Vogelpohl, Cincinnati, Ohio, director, National Association of 
Master Plumbers 


apolis meeting, taking the job, he said, on the one con- 
dition that he would have free rein to handle affairs as 
he wanted. He told the delegates that it would be the 
largest convention in the history of the association, with 
a program in store that has never before been equaled. 

He described the program of entertainment in detail, 
the features of which have already been announced in 
“Domestic Engineering” at different times. He told of 
his arrangements to have 92 booths for exhibit purposes, 
but that these were sold almost at once and he has added 
43 more. He said that he had already taken in $50,000. 

The convention, he said, will cost $70,000. To give an 
idea of the type of entertainment he is providing, he an- 
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nounced his plan to have two leading opera stars at the big 
vaudeville entertainment on Tuesday night of convention 
week, to which the general public will be invited. One of 
these singers will charge $2,000 for his appearance. On 
that same night, he has arranged for an orator to tell the 
public just what plumbing means. He will provide a 
stenographer at the banquet of the state presidents and 
each president will be asked to tell all about conditions 
in his state. These reports will be written up by the 
stenographer, turned over to the incoming officers and, 
for the first time, a national president will take office with 
complete information about the various state organiza- 
tions. 

Mr. Lang said that he expected to be criticized for the 
lavishness of the entertainment, but he stated that prac- 
tically the whole $70,000 is being contributed by manu- 
facturers and wholesalers. He himself, he said, will turn 
over to the treasury of the national association $35,000 
as the proceeds of the exposition. 

He then urged the Indianians to come to the conven- 
tion and help “put new life in the national association.” 
He stated that the association has been run by a certain 
element which does not believe in progress and that his 
only object in taking hold of the national convention this 
year was to show what can be accomplished by putting the 
association’s business in the hands of a business man. He 
told of how he had advocated a permanent office for the 
association, but the argument that it could not be financed 
had been one of the reasons why his plan was defeated. 
He said that his one purpose, therefore, in managing the 
convention this year was to show how to finance such an 
office. 

Returning to the entertainment features and telling how 
it has been necessary to solicit contributions from jobbers 
and manufacturers, he stated his belief that the master 
plumbers were business men enough to run their own con- 
ventions without outside help. He said that Illinois was 
going to offer a resolution at the national convention call- 
ing for a registration fee of $10 from each delegate and 
he asked the Indiana convention to discuss this matter. 
He also asked for Indiana’s support to a resolution which 
would leave in the hands of the national Board of Di- 
rectors the choice of the convention city. He explained 
that when one city was definitely chosen, as is now the cus- 
tom, that city’s convention facilities could demand any 
price and get it, because thére is no doubt about securing 
the business. If there were a choice, one city would bid 
against another and the directors could choose the best 
bargain. Such a plan, he explained, would not do away 
with invitations, nor with voting by delegates for the city 

















Second group of delegates and guests attending the annual convention of the Indiana Society of Sanitary Engineers, at 
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which they wanted, but would result in giving the direc- 
tors, say, four choices and power to select any one of the 
four. Indiana did adopt a resolution later, recommend- 
ing to the national association that its Board of Directors 


be allowed to choose the city for the annual convention. 


PRESIDENT’S REPORT 
HEN President Daniels made his report for the year, 
W .. told of the three definite instructions from last 
year’s convention: First, to support at Louisville a per- 
manent office for the national association; second, to sup- 
port the “Make a Wholesaler a Wholesaler” resolution; 


and, third, to work out a method of financing and placing 
in the state a capable organizer, or field secretary. 

In regard to the first, he stated that the permanent 
office ‘‘fell by the wayside”’ at Louisville, developing into 
a personal issue between two men and leaving Indiana, in 
its advocacy of such an office, ‘‘out on a limb.’’ Because 
of such an experience, Mr. Daniels recommended that 
hereafter the Indiana society study carefully any national 
association issue before again committing itself. He did 
think that a central states organization would be a good 
thing, and recommended its consideration. 

In regard to the second, he believed in the ‘‘wholesaler 
resolution,’’ but thought that the interests of the master 
plumber were more imperiled by the direct-to-you houses 
and mail order concerns than by the regular wholesaler. 

In regard to the third, Mr. Daniels recommended a 
budget which called for an increase in the amount of ad- 
vertising carried by the state paper and a plan of selling 
the services of a field secretary to the local associations 
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and secretary-treasurer, giving the president power to ap- 
point his own board of directors; that the society adopt 
the code of ethics which was submitted; and that the by- 
laws be made more specific regarding the qualifications 
for membership in the state organization, requiring that 
before any one is entitled to membership in the state he 
be in good standing in his local association, where one ex 
ists, and if, for any reason, he resigns or loses his mem- 
bership in the local he be automatically dropped from the 
state. All of these recommendations were later adopted 
in resolution form, those which required changes in the 
by-laws going through by calling for the appointment of 
committees to make the necessary changes. 

Considerable discussion arose about the employment of 
the field secretary, there being some opposition on the 
ground that the financing method might not work out. 
The resolutions committee, after concurring in Mr. Dan- 
iels’ recommendation in regard to selling the services of 
the secretary to the locals for whom he worked, reconsid- 
ered the idea and added, finally, the recommendation that 
each member be assessed $10 to help swell the finances 
called for in the president’s plan. Otherwise, it again 
concurred in Mr. Daniels’ original recommendation. By a 
vote of 26 to 15, the recommendation, with the added 
suggestion of the resolutions committee, was adopted, call- 
ing for the immediate appointment of a field secretary, to 
work under the direction of the president and the board of 
directors. 

After Mr. Daniels completed his report, Mr. Lang again 
took the floor to commend the idea of appointing a state 
organizer and then referred to Mr. Daniels’ remarks on 











Annual banquet at the state convention of the Indiana Society of Sanitary Engineers, at Indianapolis 


for whom he might work. For instance, the work of a 
field secretary would be to increase membership in the 
state society, which would mean increasing the member- 
ship in the various locals. When the secretary would 
work for a local, like Indianapolis, the members in Indi- 
anapolis would pay for his salary and expenses; when he 
would work for Fort Wayne, the members there would pay 
him, and soon. Thus, a field secretary could be supported 
throughout a good part of the year in this way, and the 
state itself could support him when he was not in the 
employ of a local. 

Other recommendations of the president were that here- 
after the members elect only the president, vice president 


the permanent office. He said that for political reasons, 
the national permanent office would not go over for some 
time. However, Mr. Lang said, he was through with the 
national association in June, for he would work no longer 
for people who would not help themselves. He would 
work for a Central States organization which would put 
into effect the plans which the national should adopt but 
would not. 

Mr. Daniels, in reply, repeated that Indiana had been 
made to feel rather ridiculous in proceeding with its plan 
of actively supporting such an office, only to be “left out 
on a limb” at Louisville. He recalled C. H. Maloney’s 

(Continued on Page 84) 












































Plumbing Instructors Set Attendance Record 











Attendance at the conference for training plumbing instructors, which was held at the Carnegie Institute of Technology, 
Pittsburgh, Pa. 


Thirty-five plumbing instructors from United 
States and Canada attend the third 
conference at Carnegie 


for Training Plumbing Instructors, held annually 


in Pittsburgh, Pa., was established at the third of 
the series, held February 28 to March 12. The 1927 con- 
ference will go down in history as one of the greatest ever 
held. The attendance of nearly thirty-five plumbing in- 
structors and the interest they manifested, may well cause 
those in charge of this conference to feel that they are on 
the right track in a program of training an adequate 


supply of instructors in plumbing to apprentices. 

The conference was called by the apprenticeship service 
department of the National Trade Extension Bureau, and 
was offered through the co-operation of the University of 
Pittsburgh, the Carnegie Institute of Technology, and the 
National Trade Extension Bureau. The instructing staff 
of the conference consisted of regular members of the 
faculties of the University of Pittsburgh, the Carnegie In- 
stitute of Technology, and the Apprenticeship Service De- 
partment of the National Trade Extension Bureau, and in- 
sured thoroughness of the work accomplished. The entire 
facilities of the Carnegie Institute, the University of 
Pittsburgh, the trade schools of the city, and the manufac- 
turing plants, were turned into a laboratory for intensive 
training of those who attended. 

The regular courses as offered at the conference, ‘“Or- 
ganizing Schools for Apprentice Plumbers,” ‘‘Teaching and 
Learning,’’ ‘‘Building the Course of Study for Apprentice 
Schools,’”’ ‘‘Methods of Teaching Apprentice Plumbers,” 
“Science for Plumbing Instructors” and “Teaching Team- 
Work,”’ were supplemented by visits to manufacturing 
plants. 

One of the outstanding features of the conference this 
year was a course in observation and practice teaching. 


: NEW attendance record for the annual Conference 





In this course, instruction was given in how to observe 
classes in session, and how to proceed in practice teach- 
ing. Actual practice work was done in the College of In- 
dustries of Carnegie Institute, the Grant Street Apprentice 
School, and the Ralston Industrial School. Through this 
course, opportunity was afforded present and prospective 
plumbing instructors to observe successful teachers and to 
teach classes under the direction of specialists. Two days 
were set aside for visits to manufacturing plants produc- 
ing plumbing materials. Pittsburgh affords a wealth of 
opportunity to the prospective teacher to visit manufac- 
turing plants where all kinds of plumbing materials are 
produced. 

Another new feature added to the conference this year 
was an address by a representative of the Federal Board 
for Vocational Education, and an address by a representa- 
tive of a State Board for Vocational Education. These 
addresses dealt with the administration of the Federal 
Smith-Hughes act in the matter of giving federal and state 
aid to apprentice schools. The addresses were very in- 
structive and helpful. 

The participants in the conference came from various 
sections of the country, east of the Mississippi from the 
Dominion of Canada to the southern coast of Florida, and 
from the District of Columbia. 

The representative from the point farthest north, the 
gentleman from Canada, and the representative from the 
most southern point, the southern coast of Florida, sat 
together in the lecture hall and in the laboratory to study 
their newly selected trade of teaching. Mr. Mathias of 
Canada and Mr. Walker of Florida were proud of the fact 
that they had served their apprenticeship in England. 
While neither had ever seen or heard of the other, and 
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while they came from the most distant points, when they 
came to compare notes, they discovered that in the old 
country they had lived only sixty miles apart. 

The annual conference banquet was held Thursday eve- 
ning at the Faculty Club Rooms of the University of 
Pittsburgh. Professor Whitney of the University of Pitts- 
burgh acted as toastmaster. A few guests were present 
and made short talks. William G. Bergner, secretary of 
the National Trade Extension Bureau, spoke briefly on the 
importance of the work plumbing instructors are doing. 
Other guests present were V. E. Warren, president, and 
John H. Keane, secretary of the Plumbing Contractors 
Association of Pittsburgh. Short talks were made by 
Dean C. B. Connelley of Carnegie Tech., Educational Di- 
rector S. Lewis Land of the National Trade Extension 
Bureau and members of the conference instructing staff, 
including Professor Dibble, Dr. Jones and Mr. McDermott. 

Officials of the National Association of Plumbing and 
Heating Instructors spoke briefly concerning the value of 
the conference. The newly elected officers are: John A. 
Matthias of Reading, Pa., president; Perry L. Ritchie, 
Dayton, Ohio, vice president; Harold G. Wilson, Pitts- 
burgh, Pa., secretary. Past Presidents Mabie and Ressler 
were also present and talked. The members of the con- 
ference were very enthusiastic in their statements as to 
the good that had come to them through the conference. 

Some of the men in attendance are already plumbing 
instructors. Others will go back to their communities and 
take up the job of instructing apprentices, and some will 
act in other capacities in the promotion of apprenticeship 
and apprentice training in the plumbing and _ heating 
industries. 

There was held in connection with this conference, the 
annual meeting of the National Association of Plumbing 
and Heating Instructors. This is an organization which 
has as its purpose the betterment of instructional condi- 
tions in the plumbing and heating industries. Several new 
members were received into the organization and some 
important matters of business were considered. 

Among those in attendance at the conference were: 
George L. Wigglesworth, Naugatuck, Conn.; Michael Rei- 
zen, Brooklyn, N. Y.; Harold L. Spats, Norwalk, Conn.; 
Francis Graham, Columbus, Ohio; J. L. Davis, Huntington, 
W. Va.; Henry Mathias, Regina, Sask., Canada; Charles F. 
Kist, Youngstown, Ohio; J. A. Mulvey, Tampa, Fla.; Wal- 
ter M. Kestner, Toronto, Ohio; James Uselton, Washing- 
ton, Pa.; Edgar F. Byerly, Collingdale, Pa.; Rudolph J. 
Rogers, Ridley Park, Pa.; John Rohlin, Rochester, N. Y.; 
Charles P. Wachter, Reading, Pa.; John A. Matthias, 
Reading, Pa.; William H. Mabie, Newburgh, N. Y.; James 
S. O’Hagan, Washington, D. C.; Frederick O. Maeder, Ap- 
pleton, Wis.; Perry L. Ritchie, Dayton, Ohio; Joseph 
Rowe, Philadelphia, Pa.; Fred V. Keeling, Philadelphia, 
Pa.; George A. Marino, Philadelphia, Pa.; Andrew Bell, 
Pittsburgh, Pa.; P. H. McHugh, Cincinnati, Ohio; Harry 
Clayton, Philadelphia, Pa.; Henry Pommerenck, Madison, 
Wis.; John Walker, Jacksonville, Fla.; Robert Barnwell, 
Madison, Wis.; S. Lewis Land, educational director the 
National Trade Extension Bureau; A. D. Guion, publicity 
manager, Bridgeport Brass Co., Bridgeport, Conn.; G. D. 
Whitney, professor of vocational education, University of 
Pittsburgh; S. E. Dibble, head of the plumbing, heating 
and ventilating department of the Carnegie Institute of 
Technology; Dean C. B. Connelley, director of industrial 
relations, Carnegie Institute of Technology. 

The school committee of the city of Newburyport, Mass., 
has voted to erect a new high school building at an esti- 
mated cost of $450,000. An architect has not been se- 
lected to draw the plans. 
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Solving Chinese Puzzles in 
Plumbing and Heating 


(Continued from Page 23) 


but to use two 90 deg. bends with a short nipple in place 
of the regular return bends. The coils were accordingly 
installed in this manner and a gate valve and union 
placed on the inlet end while a union only was used on 
the return end. See Fig 3. 

About this time the grates and boiler headers arrived and 
were duly set and bricked up. As soon as the door frames 
arrived they were put in place and the concrete slab top 
was poured. The galvanized iron chimney gave no trouble. 
Almost before anyone realized it the system was complete. 

A week was required for the masonry work to dry. 
Ashes were placed all over the grates, and a small fire was 
kept going in the center. This produced a mild warmth 
in the interior but not sufficient to cause damage by too 
rapid drying of the cement. 


WOULD THE BOILER WORK? 

T THE end of the week the system was filled with 
A water and the fire prepared for lighting. The writer 
at this time well realized the forebodings, doubts and fears 
that must have risen in the breast of Robert Fulton when 
his first steamboat was to be tested and of James Watt with 
his first steam engine. Would the heating system work or 
would it be a fiasco? If it failed it meant a freezing cold 
drafting room all winter and caustic remarks from ac- 
quaintances for years to come. 

The fire was lighted and allowed gradually to burn up. 
Jager hands felt the outlet headers and the riser going up- 
stairs. At first, owing to the large amount of cold water in 
the system, no response could be detected. Then, suddenly, 
a gentle warmth was noticed in the end of one of the rear 
coils; similar warmth showed up on the adjacent coil on 
the opposite outlet. 

Soon the gentle warmth changed to a more positive 
heat and the header and riser began to lose their icy chill. 
By this it was seen that circulation, at least, had been 
established. Being somewhat encouraged by this, more 
coal was put on the fire and the boiler was watched care- 
fully until warmth could be detected in the return. 

Then an inspection was made upstairs to see how the 
coils were operating. Stepping into the drafting room 
one was greeted by a warm, hospitable atmosphere with 
even a high degree of humidity, instead of a cold damp 
chill which had been the regular condition for the few 
previous weeks. 

The high humidity was caused by two combinations. 
First, the atmosphere itself is much more damp than is 
usually experienced in America and second, a_ building 
which stands in that atmosphere for several years picks 
up so much moisture that discoloration and mildew on 
the walls is not at all unusual. 

For this reason the temperature and the humidity in 
the room must have been very close to the ideal and the 
Chinese draftsmen were discovered all in smiles and 
removing their coats which are lined with sheepskin, wool 
and all. As users of slang say, “Everything was jake.” 

But here is another smile for the reader. The extreme 
ignorance in heating matters existing at that time in 
that locality was such that no one ever understood that 
anything out of the ordinary had been done. It was real- 
ized merely that a heating man had given them heat, 
which was only to have been expected, nor did the writer 
ever try to disabuse them of that impression—what was 
the use! 
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IDEAL Water Tube 
Oil Burning Boiler 


For homes, apartment buildings, sky- 
scrapers,—the IDEAL Water Tube Oil 
Burning Boiler is of such range and 
capacity that it will fulfill the most exact- 
ing requirements and will function with 
full efficiency during the life of any 
building. It is especially designed for 
rapid heating. 
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Best Oil Burner Results 


In keeping with its larger ideals of public 
service and the obligations of leadership, 
American Radiator Company, from the 
first, have kept open the doors of its 
great laboratories for the aid of oil burner 
inventors and manufacturers. 


This close and continuous cooperation 
has resulted in the practical scientific de- 
velopment of modern oil burners, and the 
perfection of IDEAL Boilers for oil burning. 


Here again, with its wealth of heating 
experience and its vast equipment in 


ARCO ROUND Oil Burning Boiler 


ve The most widely used heater 
see Shy for homes,--the ARCO 
i! Round Oil Burning Boiler 
\ tee is designed and constructed 


ies: for efficient oil burning. It 
Ferie delivers satisfactory results 
abet in daily service, during the 


life of the building. 








heat-measuring, heat-recording, and heat 
controlling facilities, American Radiator 
Company has demonstrated that it is truly 


a WORLD INSTITUTE OF HEATING. 


IDEAL Boilers, for oil burning, are 
offered in three types,—scientifically pro- 
portioned and equipped to guarantee the 
utmost in oil burner results. These IDEAL 
Boilers have had their complete develop- 
ment hand in hand with the oil burner 
industry and they afford, therefore, the 
best to be obtained in operating efficiency, 
economy, and dependability. 


IDEAL Type ‘‘A”’ Oil Burning Heat Machine 


Distinguished for its cleanliness 
and attractiveness, this boiler is 
the “aristocrat of home heating 
boilers.” It is scientifically designed 
and constructed for efficient oil 
burning and is suitable, single or 
in batteries, for the finest residences 
and largest buildings. 





AMERICAN RADIATOR (COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haves, Newark, Philadelphia, 

Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 

Chicago, Milwaukee, Omaha, Indianapolis, St. Louis, St. Paul, Minneapolis, Denver, Kansas City, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Makers of IDEAL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO Hot Water Supply Heaters, VENTO 
(Ventilating) Heaters, Heat-Controlling Accessories and other products for drying, humidifying, cooling and refrigeration. 
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THE KEWANEE UNION 


POINTS OF 
ADVAN TAGE 


Bronze - to-iron thread 
connection—no cor- 
rosion. ; 
Bronze-to-steel ball- 
joint seat—no gasket. 

*3 Solid three-piece con- 
struction — no inserted 
parts. 


Tested by compressed air 
under water—no defec- 
tive parts. 

Easily disconnected with 
a wrench—no force re- 


quired. 











BOTTOM 


of steel; forged, not 
cast. Mrerkes tight 
joint against softer 
bronze thread-end. 


























RING 


High grade malie- 
able iron that will 
stand thousands of 
disconnections. 


Just 3 parts 


Making up a union with a gasket is an unnecessary 
nuisance. No inserted-parts and no packing are needed to 


make a leakless connection with a Kewanee Union. If the THREAD-END 











| 
| 
| 
| 
| 








ring is tight the joint is tight; it has to be because the seat Sinai diate 
en act chee. ae 


connects easily. 








The steel, iron and manganese bronze used in these 
simple parts are all unusually high quality to assure longer 
service under the worst conditions. 





Kewanees won’t leak and can’t corrode. Thousands of 
doubters have proved this statement as easily as you can by 
specifying Kewanee Unions on your next job. 


WALWORTH 


WALWORTH CO., General Sales Offices: 51 E. 42nd St., 
Distributors in Principal Cities of the World 
Plants at Boston; Kewanee, Ill.; Greensburg, Pa.; and Attalla, Ala. 
Walworth Ltd., 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 





























Delegates and guests at the thirty-ninth annual convention of the Kansas State Association of Master Plumbers, at Wichita 


Kansas Vetoes Price Tags on 
Showroom Fixtures 


H. L. Stevens, of Hutchinson, chosen as president 


State Association of Master Plumbers, held in 

Wichita, March 14, 15 and 16, the members refused 
to endorse the resolution recently passed by the Central 
Supply Association favoring the showing of a retail price 
on goods in the wholesalers’ showrooms, and passed a 
resolution asking that the National Association of Master 
Plumbers petition the manufacturers and wholesalers of 
plumbing and heating materials to confine their contact 
with the public to extolling the merits of their material 
without quoting prices. 

National President A. J. Wilson of San Francisco, E. D. 
Hornbrook, chairman of the trade relations committee of 
the National Association of Master Plumbers; Fred N. 
Kretschmer, vice president of the Central Supply Associa- 
tion, and W. K. Glen, advertising manager of Crane Co., 
were among the principal speakers at the convention. 

National President Wilson was the speaker of the after- 
noon of the first day and, after giving a brief history of 
the National Association, he explained in detail the duties 
of the various working committees. He referred to the 
trade relations committee as the most important of the 
national committees and said that he had selected the 
three most distinguished members of the national associa- 
tion to act on that committee. He said that the industry 
is divided into three distinct branches: Manufacturers, 
wholesalers and contracting plumbers, and that there is a 
place for each, and each should stay in his place. In 
speaking of the wholesaler resolution, President Wilson 
said that the National Association of Master Plumbers 
has the largest membership of any similar association and 
said, ‘‘We do not know our real strength, and while we do 
not care to test our strength, we want to stand our ground. 
The trade relations committee must be most careful in 
dealing with the manufacturers and wholesalers. We 
want to keep the manufacturer and wholesaler away from 
the owner and we must not relinquish any of our power or 
lessen our position in the industry.’’ He then told of con- 
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ditions of contractors of other branches of the building 
industry where the manufacturer and wholesaler deal 
direct with the owner, and said that if the master plumber 
does not take a positive stand, he will find himself in the 
same deplorable position. 

President Wilson said that he could see no reason why 
people in all branches of the plumbing business should not 
make money, and said that they would do so if they fig- 
ured their costs, instead of figuring to beat the other 
fellow. In part he said, “Be sure to add your overhead, 
as any reasonable man will be glad to pay for overhead, 
and no man can figure plumbing costs but a plumber. 
Men today who are big financial successes in the plumbing 
business are members of the national association and the 
national association is for the protection and help of every 
member, no matter how small or how large, or where he 
is located.’”’ In closing, President Wilson gave a brief de- 
scription of the plans that are being made for the next 
national convention and invited all to attend. 

Preceding the address by President Wilson, Fred N. 
Kretschmer, a wholesaler of Dubuque, Iowa, and vice 
president of the Central Supply Association, made a brief 
talk on co-operation. He said that there must be more co- 
operation between the manufacturer, wholesaler and re- 
tailer, and that the Central Supply Association is father- 
ing a credit association which, in his opinion, will result 
in eliminating some of the troubles that exist between 
wholesalers and retailers. He said that manufacturers 
and wholesalers must stop cutting prices and that the 
master plumbers must stop asking for cut prices. Mr. 
Kretschmer read the resolution recently adopted by his 
association and asked that the Kansas master plumbers 
pass a similar one, endorsing their actions. He advocated 
making two separate sales of a job by first selling the 
fixtures and then selling the labor. ‘“‘Mark your goods 
in plain figures and divide your sales, sell the fixtures and 
then sell the labor,’’ he said. In closing he said, ‘We 
need more confidence in each other and to be square with 


oe 
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ourselves and we will have no trouble in co-operating for 
the betterment of all.” 


TELLS OF TRADE RELATIONS COMMITTEE OF THE 
NATIONAL ASSOCIATION 
D. HORNBROOK of Kansas City, chairman of the 
E. trade relations committee of the national associa- 
tion, told of the duties of that committee and of the work 
that is being done. He said that the committee was 
formed to get better co-operation with the manufacturer 
and wholesaler and that he believed that all branches of 
the industry are anxious for co-operation. 

He referred to the other two members of his committee, 
A. C. Eynon of Canton, Ohio, and F. B. Lasette of New 
York, as being “‘fire-proof”’ for the national association, 
and assured them that they can well afford to abide by 
the committee’s decision. 

Mr. Hornbrook told of conditions that existed in the 
plumbing business prior to the forming of the national 
association and said that no master plumber could exist 
today were it not for the national organization. He told 
the members that their responsibility to the national asso- 
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OUTLINES T. E. B. PROPOSED PROGRAM 
K. GLEN, advertising manager for Crane (Co., 
W\ e represented the National Trade Extension Bu- 
reau, and told of the plans being worked out to make the 
bureau bigger and more efficient. He said that the new 
program will necessitate the raising of $500,000, two- 
thirds of which will be raised by the manufacturers and 
wholesalers, and one-third by the master plumbers. He 
said it is not the purpose of the bureau to single out any 
one class, but that its activities will cover the entire in- 
dustry, as no special department of the industry can suc- 
ceed without the loyal co-operation of the other depart- 
ments. Mr. Glen told of the extensive national advertising 
plan being worked out by the bureau to create a desire for 
better plumbing and better sanitary conditions, and said, 
“Business will not come to you if you do not go after it.” 
He said that the funds to carry on this work are not com- 
ing in as rapidly as had been expected, and he requested 
the master plumbers to make personal donations and also 
to use their influence with the manufacturers and whole- 
salers to get them to contribute. 
W. C. DeBold, field man for the bureau, gave an inter- 











From left to right: H. L. Stevens, Wichita, the new state president; G. W. Sutherin, Topeka; William Ball, retiring state 
president, Kansas City; L. H. Phillips, state secretary, Kansas City; F. W. Bowers, state treasurer, Emporia; E. D. Horn- 


chairman Trade Relations Committee, 
president, National 


brook, 


ciation was just as important as it is to other lines of 
their business, and said that the national association makes 
no demands on them, but that if each member would act 
on the suggestions given them by that organization, they 
would all be greatly benefited. ;, 

In speaking of the wholesaler resolution, he said that 
the national association is willing to stand or fall by it. 
In part, he said, ‘““That resolution means exactly what it 
says, and if every branch of this industry would do its 
part and do it in its proper place, the conditions of this 
business would be better today. We want the co-opera- 
tion of the manufacturer and wholesaler, but a man from 
a manufacturer or wholesaler has no business quoting 
prices to your customer. 

Continuing his address, Mr. Hornbrook brought out the 
fact that in 1895 the national association decreed that no 
member will engage in the wholesale business, and that 
they have never broken that agreement to date. When a 
man goes into the wholesale business, his name is imme- 
diately dropped from the membership list of the associa- 
tion, he said. 

In speaking against the wholesalers selling direct to 
consumers, Mr. Hornbrook cited a case that recently 
came to his attention in which a Chicago firm sold 
goods to a consumer in a California city. When the 
master plumber who installed the goods asked for his 
commission or profit on the fixture, he was informed by 
the Chicago firm that the fixtures had been billed through 
a dealer in a small Illinois town and that there was no 
commission due him. 


National Association 
Association of Master Plumbers; W. R. 


of Master Plumbers; A. J. Wilson, San Francisco, 
Threlfall, Wichita, newly elected vice president 


esting talk on accounting. He said that the bureau is 
doing a great work for the industry in the capacity of 
“Doctor for sick plumbing businesses,’ and that in the 
past eight years more than seven thousand master plumb- 
ers have installed the bureau’s bookkeeping system, be- 
sides being benefited by other activities of the organiza- 
tion. 


ATTENDANCE IS LARGE 
HE ideal Kansas weather, with near summer tem- 
Wane brought a large attendance to the conven- 
tion and delegates from all sections of the state were on 
hand to greet President Wm. Ball of Kansas City, when 
he called the members to order in the convention hall of 
the Broadview Hotel. 

In his welcoming address, E. C. Elliott, city manager of 
Wichita, paid high tribute to the master plumbers and 
gave them credit for guarding the health of the city. He 
said that Wichita, which boasts of a population of a hun- 
dred thousand, had but six cases of typhoid fever during 
1926 and that every case was contracted out of the city, 
and brought to the city hospitals for treatment. 

The working committees appointed by President Ball 
were: Credentials, H. A. Fairchild of Hiawatha; W. R. 
Thelfall of Wichita; Chas. Burnax of Emporia. Auditing, 
R. C. Harris of Wichita; C. Graeber of Lawrence, and 
Cc. B. Hamilton of Wingfield. Resolutions, G. E. Gilhaus 
of Kansas City; C. McGregor of Winfield, and H. L. Ste- 
vens of Hutchinson. Sergeant at arms, Henry P. Dunaway 
of Wichita. 
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A few of the typical 
Square “‘Gee”’ fit- 
tings used on the 
above installation. 


More Than Mere Fittin’s 


HE big duty of any fittin’ is to 
makea tight, leak-proof connection. 
But Square “Gee’s” do more than that 
for the plumber who has the good 
judgment to use them on his jobs. 


999 66 
Ss 


Square “Gee come easy and fit 
tight” the first time and al/ the time. 
They eliminate cussin’ and wrestlin’ 
with balky connections. They do away 


with profit-eating, “do-it-over-again” 
jobs. Square ‘‘Gee’s” save journey- 
men’s time. Cut down the labor costs 
and prevent complaints. They build 
profits and good will. 

When your jobber’s salesman 
calls, don’t just say fittin’s—say 
Square “Gee’s.” ; 


THE GRABLER MANUFACTURING COMPANY - Cleveland, Ohio 


New York - Chicago 


SQUARE 
Malleablelron 


- San Francisco 


“GEE” 


PipeF IT TINGS 
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HY did the plant engineer and purchasing 
agent of one of the country’s largest 


automobile factories place their stamp of ap- 
proval last week on the O-B Flexitite Gate Valve, 






































O-B No. 20 Line Flexitite Disc Gate Valve 
(Patented) 


Ohi¢ 








and issue instructions to standardize on it? 
Why did one of the largest of Eastern public 


utilities test the Flexitite Gate Valve, and re- 
cently issue instructions to standardize? 


There must be a reason, important to you, why 
plumbers, fitters, contractors, engineers every- 
where—hundreds every week—are asking the 


salesmen of the better wholesalers to show them 


this O-B Flexitite Gate Valve. There must be 
a reason why every man with an eye and a feel 
for things mechanically perfect so quickly rec- 
ognizes this new gate valve principle and regis- 


ters his approval in terms of use. 








Today, you will find more O-B Gate Valves in 
the sample kits of wholesalers’ salesmen than 
ever before in gate valve history. 





You can easily get acquainted with this impor- 
tant development in gate valves by asking your 
wholesaler to show you a sample. 


Ohio Brass Company 
Mansfield, Ohio 
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In his report, President Ball told of the meetings of 
the state board of directors and advocated that the mem- 
bership dues be reduced to $25.00 per year and an effort 
be made to get every desirable master plumber in the 
state to join. This suggestion was unanimously adopted. 
F. W. Bowers, state treasurer, reported that the finances 
of the association were in a sound condition, and Sec- 
retary L. H. Phillips reported that several new members 
had joined the association during the year and that two 
members—Frank X. Hoff of Wichita and Chas. Hunter of 
Kansas City—had died since the last convention. Reso- 
lutions of sympathy were sent to the families of the dead 
members. A letter of sympathy was also sent to M. B. 
Clement of Sterling, who was unable to attend on account 
of sickness. 

The report of the resolutions committee was a signal for 
heated discussion. A resolution requesting the wholesale 
houses to eliminate their show rooms as they are now 
being conducted, and a resolution presented by the Cen- 
tral Supply Association favoring a more liberal use of the 
wholesalers show rooms were the objects of most of the 
discussions, and both resolutions were defeated by small 
margins. In the course of the discussions it developed 
that the members from the smaller towns, where there 
are no supply houses, favored the wholesalers’ show 
rooms, while the members from the larger cities in the 


immediate vicinity of supply houses opposed the show 
rooms, as they are now conducted. Several expressed the 
opinion that a builder or prospective builder should not 
be allowed to visit the show room of a wholesaler unless 
he is accompanied by the master plumber who has the 
contract to do the work on the property where the fixtures 
to be selected are to be installed. 


RESOLUTIONS ADOPTED 


HE following resolutions were adopted: 

— “Whereas, The manufacturer, the wholesaler 
and the master plumber, a retail dealer, are recog- 
nized as the component parts of the plumbing indus- 
try, each best serving.the public, his community and 
the industry in the distribution and installation of 
plumbing material through the three distinct branches 
by maintaining these divisions distinct; 

‘“‘Whereas, In recent years the pressure of produc- 
tion and distribution pressure have caused the repre- 
sentatives of the manufacturers and wholesalers to 
assume the prerogative delegated to the retailer or 


master plumber, viz: 

“First—That the manufacturer and: wholesaler, 
either themselves or through their representatives, 
sell direct to the public, invoicing sales through a 
friend of the concern. 

“‘Second—-That a master plumber or retailer is 
often disturbed in his contact with his customer by 
having a representative of a manufacturer or whole- 
saler bring or recommend another plumber who will 
submit a cheaper price on their product. 

“Third—That the plumber with the least overhead 
or the man with his shop at his home or in the alley 
is sought by these representatives and touted for good 
jobs to the detriment of himself and of the man with 


the established place of business who is displaying 
the goods of the very manufacturer or wholesaler for 
whom the representatives work. Therefore, be it 
“Resolved, That we recommend to the National As- 
sociation of Master Plumbers that they petition the 
manufacturers and wholesalers of plumbing and heat- 
ing material to confine their contact with the public to 


extolling the merits of their material without prices.” 
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ob HEREAS, Mills, laundries, dry cleaning es- 

VW tablishments and creameries have been deal- 
ing direct with the manufacturers and wholesalers of 
pipe and fittings rather than with the master plumb- 
ing and heating contractors; 

“Be it Resolved, That we, the officers and mem- 
bers of the Kansas State Association of Master Plumb- 
ers, do hereby recommend that we encourage the 
manufacturers and wholesalers to market their prod- 
ucts through the largest users of their products, the 
master plumbers.’’ 














Upper picture, left to right: L. H. Seott, Wolverine Brass 
Works, Grand Rapids, Mich.; F. F. Dodds, manager, Kansas 
City branch of the American Radiator Co.—Lower picture, 
H. V. Seevers, Mueller Co., Decatur, Illinois; M. C. Doran, 
U. S. Supply Co., Kansas City, Mo.; R. R. Hicks, N. O. Nelson 
Mfg. Co., St. Louis.—Extreme right, Ray Mizener, special 
representative of the Black & Decker Mfg. Co., Towson, Md. 


ELECTION OF OFFICERS 


HE following were elected as officers: President, H. L 

Stevens of Hutchinson; vice president, W. H. Threl- 
fall of Wichita; treasurer, F. W. Bowers of -Emporia (re- 
elected for twenty-eighth time). Topeka was chosen as 
the convention city for 1928. The president and vice 
president are delegates to national convention. 

The three-day session was full of association activities. 
A luncheon Tuesday was attended by members of the as 
sociation only, and many problems of interest to the 
members were discussed. On Wednesday noon the officers 
of the association were entertained at a luncheon given by 
the supply house representatives who operate in Kansas. 
Three of the principal speakers on the well arranged pro- 
gram were Wichita business men and each had an inter- 
esting message. S. A. Long of the Delco Light Dept. of 
General Motors Co.; Dwight Smith, an insurance agent, 
and W. H.. Herrington, head of an advertising agency, 
were the speakers. 

A display room was fitted up adjoining the convention 
hall and the following firms had goods on display: Cleve- 
land Gas Burner & Appliance Co., Cleveland, O0.; C. A. 
Dunham Co., Chicago; Mueller Co., Decatur, Ill.; Twin 
City Water Softener Co., St. Paul, Minn.; Crane Co., Chi- 
cago; The Duro Co., Dayton, O., and Martin Metal Mfg. 
Co., Wichita, Kan. 

The entertainment committee and the Wichita associa- 
tion were given a vote of thanks for the way they enter- 
tained the visitors. They provided a theater party Mon- 
day evening, auto rides Tuesday afternoon, and a banquet 
and dance Tuesday evening. The Wichita Women’s Aux- 
iliary gave a luncheon to the visiting ladies Wednesday, 
at which children of local master plumbers and other 
local talent rendered a musical program. 


(Continued on Page 83) 
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HERE IT IS! 


FOR many years I have advocated 


better business methods for plumbing 
or heating contractors. One of the 
first steps in that direction is, to have 
at your immediate command a guide 
that will enable you to figure your 


charges and estimates accurately. Un- 
less you figure your costs correctly your contemplated profits will dis- 
appear; either that, or you will always be out of line. 
The WOLFF PRICE SERVICE answers the need of the contractor 
who wants to get ahead. It isa small compact book consisting of 224 


pages fully illustrating our new and, complete line of Wolff Duro Enamel 
Fixtures and Duro Brass Goods with their manyexclusive selling features. 


We will send it without charge to any Master Plumber or Heating 
Contractor who 1s within the territory served by our regular jobbers 
or branches. 


Write us direct, giving name of your jobber. 


7 


President Wolff Manufacturing Corporation 


WOLFF MANUFACTURING CORPORATION 


Main Office, 2057 FULTON ST., CHICAGO, ILLINOIS 
Distributors or Branches in all Principal Cities 


Makers of “DURO’”’ Plumbers Brass and ““DURO’”’ Enamel Fixtures 
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Advertising Editorial 
A NEW ONE EVERY WEEK—No. 262 
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Cut S pring Fuel Costs 


OW JIS the time when you are contem- 
plating the need of another load of coal, 
and wondering if the pile on hand won't 
finish out the heating season. Maybe it will and 
maybe it won’t—a great deal depends on the con- 
dition of your boiler. If it is filled with grease 
and scum, the chances are that you will need more 


KEEPS YOU | 
Fig 





coal to finish out the cool Spring months. 
Flush out that dirty boiler! Drop in and let us 
tell you how (name of boiler compound) will 


Ask for a 
com plimen- 
tary copy of 
“The Story 
of the Bath,” clean out that greasy scum and save on your coal 
as humorous bill. 
a history ag 
you have 
ever read— 
yet full of 
vital health 
information 


(In this space your Name, 
Telephone, and 


Address ) 








Newspaper ‘‘Shoppers’’ 


N EVERY community there is a large section of the population which 

does its shopping in the columns of the daily newspaper before a 
penny is spent. This means a habit of scanning the advertisements. Do 
they see your name there? Do these busy people, who look at the ad- 
vertisements so that they may do their shopping quickly and effectively, 
come to know your name and the service you offer? They're the type 
of people to interest with the Advertising Editorials. $4.20 for twelve 
illustrations—no trouble, no work for you but just to hand copy and 
illustration to your paper. 
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ALES LETTER 
One a Week No. 99 





Send the following letter to a selected list 
of home owners who are likely to have boil- 
ers in need of a cleansing. Now is the time 
when they are wondering if that coal pile 
will finish out the season. Show them how 


a clean boiler will give more heat. 


J OH N B ROW N 
Plumbing Heating 
Two Rivers, N. Y., 
March 26, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

As spring approaches, and we have a few 
warm days, many people are wondering if 
they can make that diminishing pile of coal 
last until there is not any further necessity 
for heat in the home. Some will find that it 
will do it nicely, others will have to go 
through another coal delivery. One reason 
that the coal will not last for some is that 
their boilers are coated inside with a layer 
of scum and grease which does not allow the 
full quantity of heat to get into the tubes. 

This scum can easily be eliminated by a 
dose of (insert name of boiler compound) 
boiler compound which will flush your boiler 
out nicely, and allow you to get the full bene- 
fit of every bit of coal you use. 

Drop in and let us tell you how (name 
again) will improve your boiler. The slight 
expense involved will be more than repaid by 
the results you get in better heating service, 
and lowered heating expense. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 120 


HE MOST effective advertising campaign is 
the one which repeats its message in differ- 
ent forms. That's why the three pieces of 
advertising on this page form a week’s cam- 
paign. Kach has the same merchandising ideas 
each is different in form. Your Advertising 
Kditorial, your Sales Letter and your little Adlet 
form a three-way campaign—and during the 
course of the year this page touches on every 
phase of your business. Commence this week— 
copy the Adlet below and hand it to your paper. 





™ 
Save Coal 
Maybe your coal pile will last the sea- 
son out——maybe it won't. If your boiler 
needs a good flushing it will save on 


the fuel bill. Come in and let us tell | 
you about boiler compound. 





pis 
| 
| 























Plumbing—from the Floor Plans 


The Schoolmaster and his class work out 
plumbing elevations from plan drawings 


for the Plumbing Problem which appeared on pages ereased difficulty of the new problem is the thing that 
26 and 27 of the issue of “Domestic Engineering’’ has chased some of our many members away for the time 

of Dec. 18, 1926. We are to discuss the drawings sub- _ being. 
mitted on this problem. There is no doubt in our mind that in most cases it is 
In the first paragraph in the text that accompanies the not the fact that this work is somewhat more difficult, 


T= FOUR floor plans shown herewith, are the basis Now then, it is our own private opinion, that the in- 
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drawing problem, on 
page 26, we say,— 
“We have recently 
had requests from 
members of the 
Class for drawing 
problems based on 
the floor and cellar 
plans showing the 
plumbing layouts 
for various build- 
ings. In these re- 
quests it has been 
pointed out’ that 
most of our past 
problems have con- 
sisted in the correc- 
tion of incorrect 
plumbing elevations, 
and that it would be 
a fine thing to vary 
the problems with 
those that would 
give practice in the 
reading of plans.”’ 
It is certainly 
true that while the 
correction of incor- 
rect plumbing ele- 
vations is a most 
valuable thing for 
anyone who is look- 
ing to increase his 
knowledge of cor- 
rect plumbing prac- 
tice, the problem 
suggested is also ca- 
pable of greatly 
benefiting the stu- 
dent. Which is of 
the greater benefit 
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Sceund Floor Plan 
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Third Floor Plan 
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but that the knowl- 
edge of how to go 
about it is lacking. 
And how is this sit- 
uation to be reme- 
died? 

It is a sure thing 
that no one who is 
seeking to advance 
in plumbing, can 
dodge the fact that 
sooner or later he 
will: have to learn 
how to read build- 
ing plans; among 
those who teach ar- 
chitectural drawing 
it is a settled fact 
that the best, surest 
and easiest method 
of learning to read 
drawings, is to learn 
to make them. 

Now then, in or- 
der to provide a 
remedy for the situ- 
ation we believe to 
exist, we are going 
immediately to pre- 
pare an article giv- 
ing as complete and 
as clear information 
on how to read 
plans and how to 
make elevations 
from them, as we 
know how. If the 
subject takes two or 
even three articles; 
we feel that we 
could do_ nothing 


ee 





does not so much The problem drawing better for the Class 


matter. than to go thor 
We can say that if one does not understand how to oughly into this important subject with them. 
read architects’ plans, such a problem as that of Dec. 18th We sincerely hope that the Class will take seriously 
offers a chance to get instruction in this work. what we have said. The Schoolmaster has close to his 
However,. we recognize this point,—that this latter heart the interests of each member of the Class, and you 
problem is more difficult and therefore requires closer can take his word for it, that a knowledge of the thing 
study and thought than does the problem which involves we have been talking about is absolutely necessary if you 
the incorrect plumbing elevation. expect to make headway in the plumbing business. 
Among the drawings submitted on the Dec. 18th pro) 
Each solution sent in should give the date of the issue lem were the following. The remainder will receive th 
in which the problem appeared, the name and address of criticisms of the Schoolmaster by letter. 
the sender, and the request “Use initials only” if he does Fig. 1.—Edaward Muhlenpoh, Lockland, Ohio. 
not wish his name to be published. Fig. £.—J. B. Bush, Providence, R. I. 
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| Mail this coupon today! ! 
\ THE NEVER SPLIT SEAT CO. ’ 
’ Dept. 23, Evansville, Ind. N 
} Please enter my name on the list of plumbers to q 
N whom you refer inquiries about Never-Split Seats. 
N Also send me information about your trade-build- 
ing service. 
\ 
| 
° ° ‘ N ne ere a 
This advertisement reaches more ’ 1 
than a million readers, in the 1 NEO Cee ee ne : 
Literary Digest, March 19, 1927 ’ \ 
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Mention Domestic ENGINEERING when writing advertisers. 
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COLORS 


The Fulfillment 


of 
Woman’s Desire 


BEAUTY 


Colored Columbia Enamelware was 
designed and manufactured for the pur- 


pose of satisfying this impulse to add 
attractiveness to the home. Nature’s charm has always expressed itself thru 
color schemes, and mankind being a part of nature has done likewise. Here is 


an unusual opportunity to further the elegance and individuality of the home. 








Columbia in Colors 
Will Help Fulfill 


Your Desire For 


Added Profit 


As a business man your interest is centered 
on added profits. Columbia Enamelware in 
colors stimulates and extends the volume of 
your business, so that each month will show 
a pleasing increase. Columbia also gains for 
you the permanent good will and satisfaction 


of your customers. 














See Our Display at the 
HOME BUILDERS’ EXHIBIT 
441 Lexington Ave., New York City 







O28 ; , 
oar Write for the latest Columbia 
ss SANITARY catalog showing our complete 

MAnurActuRInNG®? = dine of Porcelain Enameled 
Louisvitte, Ky. Sanitary Ware 
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Fig. 


3.—Robert F. Harris, Milliken, Colo. 
Fig. 4.—John Cersosinio, Concord Junction, Mass. 
Fig. 5.—Rafael Ocasio, San Juan, P. R. 
Fig. 6.—Edward Speck, Buffalo, N. Y. 
Fig. 7.—R. Campbell, Pueblo, Colo. 


Fig. 
Fig. 


8.—Gus Rudolph, Bronx, New York City. 
9.—Elmer Lafray, Detroit, Mich. 
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However, if the drawing is going to be entirely truthful, 
these shifts should not be made. Of course an isometric 
drawing will generally make such a situation entirely 
clear. 

Often in a straight mechanical drawing, groups of fix- 
tures will appear to stand in front of or in back of other 
: groups, making it almost impossible to 
show the work clearly in an elevation, 
whether a front or a side elevation is 
made. When this happens, we know of 
1) no better thing to do than to make a sep- 
arate elevation of each stack, entirely 
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= distinct from any other stack, and with 
no attempt at location of any of the 
stacks. No doubt in our future work we 
shall often find this the best thing to do, 


and in that case it will be necessary 
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simply to run the stack down to the level 
at which it would join the horizontal 
piping, but without attempting to show 
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f the connection into the horizontal. 

Class members are requested to send in 
their photographs for publication. Photos 
and halftones are returned to them as 
soon as used, 


Another point that we note is that the 
offset on stack B below the second floor 
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is not shown. The locations of the stack 
on the second and first floor plans show 
that an offset is required. 

Another error is to be noted, in the 
fact that an end view of the bathtub on 
the first floor, on stack B (No. 34) is 
shown. It should be lengthwise. 






































From Fig. 1 we want to point out sev- 








Fig. 1 


Fig. 10.—"A. B. C.,” Paterson, N. J. 

Fig. 11.—J. B. Bush, Providence, R. I. 

Fig. 12.—Charles Musselman, San Francisco, Calif. 

Fig. 13.—Robert L. Provan, Pittsburgh, Pa. 

Fig. 14.—Geo. E. Hardin, Humboldt, Kans. 

Fig: 15.—Walter Biegel, Rochester, Minn. 

Fig. 16.—Rafael Miro, San Juan, P. R, 

Of these drawings, four are drawn in isometric. 

Now we will take up the consideration of the individual 
drawings. 

Plumbing Problems are published every other week. 
Readers send in their solutions which are 
upon in a “Schoolmaster” article. 

Fig. 1.—Among the drawings that are worked out as 
regular mechanical drawings, as distinguished from the 
isometric drawings, Fig. 1 comes the nearest to being 
correct. In fact there is very little that we would criti- 
cize in this particular drawing. For that reason, we are 
showing Fig. 1 larger than the other drawings, in order 
that we may be able to refer to it more clearly in our 
discussion. 

Correct as Fig. 1 may be, however, stack D is out of 
its proper position. Reference to the first floor plan will 
show that in looking from the front, or upon the front, 
the fixtures 38 to 43 appear in the center, practically in 
line with the fixtures 24 to 26 and 8 to 10 on the other 
floors. In Fig. 1 the stack D fixtures are shown quite a 
bit to the left of the fixtures which they line up with. 

No doubt the maker of the drawing did this so that 
the drawing would be that the two stacks 
would be separated instead of running close together in 
the drawing. 


commented 


clearer, so 








eral things. This elevation is taken from 
the front, that is, by looking upon the 
work from the front. On the third floor, 
such a view will show 9 behind 10, whereas 13, 14, 15 and 
16 appear side by side, with 13 having a side view. 

The second would show 25 behind 26, and the first floor 
would show 45 in front of 44, and 39 and 41 in front of 
40 and 42 respectively. These are important features to 


be noted in making a correct elevation, and they will be 
found to be correct in Fig. 1. 
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one, 
The 


creditable 
drawn. 

B and C are shown, and this is one 
of the chief points that the plans were designed to bring 


Fig. 2.-——-This drawing is a very 
shows most of the work correctly 


offsets on stacks A, 


out, 
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Automatic 


SOFTENER 
10 
4134 


Rainbow Automatic Water Softeners supply 
zero soft water at all times. The water does 
not gradually become hard between regenera- 
tions. The Rainbow regenerates automati- 
cally, once every twenty-four hours. This 
happens at night when water is not in use. 


There is no chance for the water to become 
hard because of this frequent regeneration of 
the softening chemical. 








Manual 


When you install a Rainbow, you have 
given your customer the best softener avail- 
able. He will be as appreciative as thousands 


of other Rainbow users. Let Rainbow help 


you to greater profit and a longer list of 
satisfied customers. 


Consult your jobber or write 


ZEOLITE ENGINEERING CO. 


4642 RAVENSWOOD AVENUE 
CHICAGO, ILLINOIS 


AIRS? 


(Trade Mark Registered) 
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Our chief criticism concerns the drinking fountains. 
The connections for these fixtures are O.K., but they do 
not follow the plans. If the two sets of drinking foun- 
tains were to have been connected into separate stacks, 
these stacks would have been shown on the floor plans, 
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Fig. 3 


and the special sinks in the basement for receiving their 
waste, would have also been shown. Under the condi- 
tions, to follow the plans, the drinking fountains should 
have connected directly into stacks A and B, as in Fig. 1. 

The top floor lavatories, also the two lavatories on 
stack D could be stack-vented, saving the expense of spe- 
cial vents. 

Fig. 3.—This elevation is well worked out, though 
different in several respects from most of the other draw- 
ings. Stacks A and B show the proper offsets, but the 
offsetting of C is not shown. 

On stack C, the two sets of laundry tubs are shown 
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Fig. 4 


apparently served by unit vents. This fixture, even when 
in three parts, is served by a single trap. 

“Domestic Engineering” receives numerous letters at- 
testing to the great value of this kind of instruction in 
drawing. The trade is urged for its own benefit to take 
up this study. 

On stack D, the bathtubs should not connect into the 
heel of the closet bends, for when thus connected and 
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unvented, the flushing of the water closets would exert a 
strong pull on the traps, and if they were not drum traps, 
siphonage of their seals might result. Fig. 1 shows a 
good method of connecting the bathtubs, but a still better 
method would be to connect the bathtubs above the water 
closet connections, in which case separate vents for the 
bathtubs would not be necessary, as all six fixtures would 
be stack-vented. A note accompanying this drawing states 
that the two rain leaders are shown connected in two 
different ways, and that use of the seal tank is to be 
favored, as by means of it, refuse entering the pipe from 
the roof may be held back. We are not very familiar with 
the use of a seal tank, and the venting of it. We presume 
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Fig. 5 
the tank is made water-tight. We would like to hear 
more about it. 

Fig. 4.—This is an excellent drawing, probably having 
the least number of inaccuracies of construction of any of 
the drawings submitted. A little more care in execution 
would improve the drawing. This elevation shows the 
work simplified about as much as it can be. Every fixture 
on the top floor is stack-vented, likewise all fixtures on 
stack D; also the bathtubs on the first floor on stacks A 
and B connect into the foot of the vent stack, thereby 
saving special venting for each. This same saving might 
have been made in the connection of the basement lava- 
tory. This drawing gives an excellent example of simpli- 


fied plumbing. 
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Fig. 6 
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Sectional view, 

Fig. 370, screwea 
Jenkins Standard 
Bronze Gate Valve. 


Does your work 


please the critics? 


There are plenty of plumb- 
ing and heating critics in 
your locality. They are the 
home and building owners 
themselves—your custom- 
ers, and they wield a 
powerful influence. 


Does your work get you 
favorable word - of - mouth 
criticism? The answer lies 
often in the equipment you 
use. 


In the case of valves, it pays 
to have your men see the 
Jenkins ‘‘Diamond”’ mark 
on each one they install, for 
Jenkins Valves protect the 
owner’s interests and yours, 
too. They are equipment 
of known reliability——made 
to quality first standards 


for over sixty years. They 
are made with the reserve 
strength to resist pipe 
strains and other severities 
of plumbing and heating 
service. 


“Jenkins throughout’’ is 
bound to please the critics 
among your trade. There 
are genuine Jenkins for 
practically every valve re- 
quirement,’ each valve 
marked with the Jenkins 
Diamond trade mark. 


JENKINS BROS. 


80 White Street......... New York, N. Y. 
524 Atlantic Avenue. . ston, Mass. 
133 No. Seventh Street. «4 Pa. 


646 Washington Boulevard . . Chicago, III. 


JENKINS BROS., Limited 
Montreal, Canada London, England 


FACTORIES 


Bridgeport, Conn. Elizabeth, N. J. 
Montreal, Canada 


Always marked with the"Diamond' 


enkins jalves 


SINCE 1864 




















Fig. 112 
Jenkins ~~ Hose Angle 
Valve | 





Jenkins pe 3 = Swing 
Check Valve, Screwed 








Fig. 325 
Jenkins Standard Iron Body 
Gate Valve, Screwe 





Fig. 143 
Jenkins Standard Iron Body 
Angle Valve, Screwed 

















Fig. 162 
Jenkins Extra Heavy Iron Body 
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Globe Valve, Flanged 








Mention Domestic ENGINEERING when writing advertisers. 
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Fig. 5.—The connections shown in this drawing are fine, 
and there is but little criticism concerning them. The 
drawing is a sort of mechanical perspective, somewhat in 
the nature of isometric, but not following isometric prin- 
ciples. The drawing shows a clear knowledge of perspec- 
tive, and we assure the maker of it that a very little 
study of isometric would make him proficient in it. 

The fact that it is in perspective accounts for the dif- 


ferent distribution of the stacks. 
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The refrigerators on stack F seem to connect directly 
into the laundry tub waste in the cellar, whereas all 
refrigerator connections should be indirect. We note 
square offsets. They should always have as sharp a pitch 
as possible. 


Every reader of this article is urged to send in sug- 
gestions for the improvement of this method of giving 
plumbing instruction. 

The two lines of drinking fountains have stacks of their 
own. These are not shown on the plans, and connections 
as in Fig. 1 would seem to be more nearly what the plans 
actually call for. Vents from water closets and slop sinks 
turn up with a square bend, whereas the connection should 
pitch back sharply in order to drain. 

Fig. 6.—A clear understanding of the plans is also 
shown in this drawing. An attempt is made to use per- 
spective in order to bring the work out more clearly. 
We think it is seldom wise to do this, and that it is 
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better to make a drawing either in isometric or as a plain 
mechanical drawing, rather than to combine the two. It 
does not seem to us that a drinking fountain and a slop 


sink, as 29 and 30, could be served by a unit vent, as 
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Fig. 9 


the two fixtures would not set at the proper heights to 
do this. We note several connections into lead bends. 
This is not the best practice, though quite generally fol- 


lowed. 


Every plumbing drawing sent in must be redrawn in 
India ink by a “Domestic Engineering” draftsman for 
reproduction, Class members can help to climinate mis- 
takes by being careful with their drawings. 
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The venting might be simplified, especially in the case 
of stack D, and reference to Fig. 4 will be helpful on 
this point. 


Fig. 7.—Considering that it is his first attempt at this 
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The ever increasing preference for 
Honeywell is not without reason. Q It 
is based upon a mechanical simplicity 
which assures a degree of dependability 
unique in automatic control. Q In ser- 
vice Honeywell is functioning ac- 
curately day in and day out—without 
annoying interruptions or the need for 
special service. It is bringing to every 
type of heating plant an enhanced 
measure of efficiency, economy and 
safety. @ That is why the leading man- 
ufacturers of heating boilers are today 
recommending Honeywell exclusively; 
and, of the important automatically 
controlled domestic oil burners a sub- 
stantial majority is equipped with 
Honeywell. 


HoNEYWELL HEATING SPECIALTIES C°:- 
WABASH, INDIANA 


HONEYWELL 


Temperature Regulators 
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sort of work, the maker of this drawing is to be givey 
credit for doing well, even though there are several thin 
that we have to criticize. 

In the first place, stacks A, B and C show no offset: 
Study of the locations of these stacks in the floor plans 
will show that there is an offset on each. The plans do 
not show separate stacks for the drinking fountains, and 
therefore the elevation should not show them, but the 
work should be done as in Fig. 1. We note each part ot 
the wash trays separately trapped, whereas one trap for a 
set is sufficient. 
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All that ts necessary in order to become a member of 
this world-wide plumbing class is to send in a solution 
of a plumbing problem. 
“Domestic Engineering.” 


They are published regularly in 











Fig. 12 


Connections on stack E can be made more simple,—see 
other drawings. As a matter of fact, the location of the 
two bathrooms on stack D is more nearly correct than in 
the case of other drawings, for this work lines up with 
part of the work connected with stack C. The purpose of 
the vent stack that runs beside stack D is not clear. It 
should be omitted. This stack is shown connecting into a 
branch vent serving stack C, but this cannot be correct 
under any conditions, because stack C is at the extreme 
rear, while stack D is at the extreme front of the building. 
Comparison with other drawings will prove very helpful. 


Fig. 8.—The general idea of the drawing is O. K., but 
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black in color, But the 


Hace finish: Jt is a thick, — 


molded overa brass 

here is nothing to wear off. You 

ca t even smash it off with a hammer. It 

equites no polishing which means a big 
Saving to the owner. 
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CconsTRucTION 


the Church Sani-Black Seat is 


vulcanized i into a compact, 
unit Hach* wood ply sur- 








THERE is absolutely no exposed metal any- 
here, top or bottom or back, when this 
‘geat 1S installed. No screws are used in at- 
taching hinges to seat. 


UEC 


sani~black 








eats 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 
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All black 


seats and all f 
black hinges. 


that are guaranteed for the 
life of the building 


HERE is a tremendous market for these new 

Church Sani-Black Seats because their new and 
different construction makes them ideally suited for 
use in factories, schools and public buildings—in fact 
any place where more or less abuse is to be expected, 
and at the same time, a long wearing, beautiful sani- 
tary seat is required. 


All Black—-a wonderful selling point 


Tue Church Sani-Black Seat is all black including the 
hinges. No metal appears anywhere above the sur- 
face of the bowl. Which means that these seats re- 
quire no polishing (a big factor in upkeep economy) 
and there is nothing to ever corrode. Which makes 
this seat particularly interesting to your prospects— 
atchitects, owners and superintendents of the types 
of buildings for which they are intended. 


Tue Church Sani-Black Seat is so constructed that 
it is permanent, indestructible, neat in appearance 
and perfectly sanitary. Think how a seat with these 
features will sell. And, in addition, a seat on which 
there 1 1S no maintenance cost after 1 it is installed be- 
cause it is guaranteed for the life of the building. 


Great merchandising and advertising efforts are being put behind 
Church Sani-Black Seats to open up the Black Seat market for 
plumbers, just as we have done and are doing on Church Sani- 
White Seats. 

With so many exclusive and desirable features, with real sales push 
behind them, Church Sani-Black Seats hold wonderful oppor- 
tunities for you. Send coupon today for a cross-section and complete 
information. C.F. Church Mfg. Co., Dept. S-28, Holyoke, Mass. 


C, F. CHURCH MFG. CO., Dept. §-28., Holyoke, Mass. 


Gentlemen: Kindly send me a cross- 
section and complete information on 
your full line of Sani- Black Seats. 
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EXCEL UNIONS 


WANN 





Wii § 


They’re Accurate 
to the Hair 


And because they are accurate— 
every one of them— EXCEL 
Unions are preferred by contrac- 


tors who want a permanent, dur- 
able pipe connection. 

When you’ve put an EXCEL 
Union to work, you can quit be- 
cause you'll never have a service 
or repair call on any EXCEL 
installation. 


Listed as standard by the Underwriters’ 
Laboratories 
PROVIDENCE FITTINGS CO. 
7 WATER STREET, BOSTON, MASS. 
New York Office, 210 E. 45th Street 





























They Stand Out! 


Among the hundreds of different ball cocks used throughou’ 
the trade SHERWOOD Ball Cocks stand out definitely from 
the rest 





The ball cock is the only automatic device in the bathroom 


ttle more-—but the difference is in quality’ 
All metal parts are fine tough bronze-steam metal seat. One 
Closes silently without whist 
on any city water pressure 


rvice —that's SHERWOOD! 


ASK YOUR JOBBER 


SHERWOOD BRASS WORKS 
JEFFERSON AND MOUNT ELLIOTT STREET 
MICHIGAN 


SPreRwOOD 
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the work could be considerably simplified to advantage 
The fixtures are connected to the proper stacks, but no 
offsets are shown on stacks A, B and C. The extension of 
horizontal wastes beyond the point of connection of the 
last fixture creates a dead end which does no good, but 
makes a foul condition. 

Several crown vents are used, especially on the drink 
ing fountains. 

The lower lavatory work on stack E can be simplified. 

A note accompanying the drawing asks what stack 
venting is. This sort of venting is in general applied only 


IL: P 
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Fig. 13 


to top floor fixtures, or to fixtures on lower floors when 
there are no fixtures entering the stack on floors above. 
Under such conditions, if fixtures are close to the stack, 
they may be connected directly to it without special vent. 
In Fig. 8, 5 and 6, 10 and 13 are stack-vented, and 3, 9 
and 14 ought to be. Fig. 4 gives a good idea of the use 
of stack-venting. The cellar wash trays and sink have 
only one trap. Separate trapping of each is better. 


To new members of the Class, it should be explained 
that the Plumbing Problems are published on alternate 
weeks in “Domestic Engineering.” Readers send in their 
solutions. The solutions sent in over a period of four or 
five weeks are then commented upon in a “Schoolmaster” 


article. This is a “Schoolmaster” article. 




















Cs] 





Fig. 14 


Fig. 9.—Connections of fixtures to the proper stacks 
are correctly done we believe, but the general method 
would probably not pass muster, except in the city from 
which the drawing came, and a few other cities. 

It will be noted that circuit venting is used throughout. 
This is O.K. as far as water closets and slop sinks are 
concerned, but when it comes to the elevated fixtures, 
such as lavatories, sinks and drinking fountains, the use 
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CAs the 
Crow Flies 
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The Direct 
Route to 
More Profit 





Even the crow takes the Direct Route 
to his goal. And that’s why the crow 
is having his fill of corn while his rivals 
are taking the long route to get there. 





The Plumbing Contractor who takes the Direct 
Route to finished work has a decided edge on his 
competitor who has not learned the profit possibil- 
ities of time rightly used. 


And the contractor who has learned that minutes 
cost money the same as pipe, fittings and fixtures, 
and that minutes can show a loss or earn a profit 
on the job, finds in Beaver Self-Contained Die 
Setting the Dial The Universal Chuck Stocks a definite means of doing more work in less 
time—and hence at a lower cost. 





In the twinkling of an eye a 


a Fe — Booklet No. 19, just off the press, presents some 
1s made ready tor reading. ou ° ° 

) can cut @ thread in the time it takes thoroughly sound angles to the widely discussed 

to “Get Ready” when loose dies subject of time and the part it plays in profit. 

and bushings are used. Simply The coupon will bring a copy to you promptly. 


set the dial plate to size and put 
the tool on the pipe. One quick 


turn of the chuck handle and the THE BORDEN COMP ANY 


tool is ready. Contrast this with 
the time wasting method of hunt- 510 Dana Ave. $3 Warren, Ohio 


=e for and changing parts. New York Office: 50 Church Street, New York City 
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i 
The Borden Company, 
Warren, Ohio. 
Please send me a copy of Booklet No. 19 that 
shows how time can be made to yield a greater 
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Churches, too, use 
SIMPLEX Flush Valves 






First Presbyterian Church, 
Buffalo, N. Y. 


Architect— 

j Edward B. Greene & Sons, 
1 Niagara St., 
Buffalo, N. Y. 


Engineer—H. P. Dempsey, 
232 Delaware Ave., 
Buffalo, N. Y. 


Plumbing Contractors— 
James J. Bresnahan, Inc., 
39-41 Pearl St., 

Buffalo, N. Y. 


As in most public installations, the flush valves for use 
in churches must be sturdy, serviceable and tamper - proof 
—as well as good-looking. The Beaton © Cadwell Simplex 
Flush Valves meet all those requirements, with the added 


assurance of positive operation, even on low pressure. 


On your next public installation—specify Simplex. 
From your jobber. 


The BEATON & CADWELL MEG. CO. 


Established 1894 
NEW BRITAIN, CONN. 
Office and Warehouse carrying stock of Perfection Products and Simplex Flush Valves: 


234 Water St., New York City 


© i VALVES 


Ss 


P ths. 
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of unvented S traps is entirely wrong. The claim would 
no doubt be set up that this method is used as a means 
of simplifying plumbing construction, but as we have 
pointed out many times, many of these traps would be 
seriously subject to siphonic effects. It is to be noted 
that elevated S traps are substituted in this drawing for 
the urinals. We should have stated that this problem is 
of July 24, 1926. 

Fig. 10.—This drawing is based on the problem of last 
October 30th. 


Since there are no floor plans to point out the use of 
stacks, etc., one has as much right to construct the work 
as here shown, as to use several stacks, as most of the 
drawings did. 


- ‘Water Works Brass Goods 
; _ United-Oberndorf Corporation 


Cleveland, Ohio 
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every building from 
the skyscraper to 
the cottage. 
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HuMPHREY 


Automatic Gas Water Heaters 
y Write for catalog and 


A type and size for 
ad W of } be = 4 
- = My if: } installation data. a 
/ oh Jib] © HUMPHREY COMPANY E 
9 ; (Dio. Ruud Mfg. Co.) 7 
| ‘y ° Kalamazoo +: Michigan 
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VALVES 


low-pressure, standard, heavy, 
and extra-heavy, all types and 
sizes. 

Send for catalog 


The Kennedy Valve Mfg. Co. 
Imira, N. Y. 
Brafiches in principal cities 


Running Water 


The DAYTON “CUB”, with its 
200 gallons per hour pumping 
capacity and low price of $85.00, 
(f. o. b. Dayton), is by far the 
leading water system value offered 
today. DAYTON dealers are 

















Fig. 15 





In a note accompanying the drawing, the maker states 
that he has had no experience in the handling of wastes 
below sewer level. His plan of conveying the sewage to 
a tank, and lifting it from the tank into the gravity sewer 
by means of an automatic sewage lift is correct. We note 
that the sub-basement water closets are vented, but that 
the lavatories are not vented. It seems to us that the 
latter need to be vented as much as the water closets. 












In other words, these sub-basement fixtures should be 
treated just the same as fixtures on the gravity system. 

Fig. 11.—The chief criticism that we have to make, 
concerns the drinking fountains 7 and 23, on the second 
and third floors. Why not connect them with 8 and 24 
respectively, giving them unit vents? As now connected, 
they are not vented, and have to run quite a distance to 
stack C, through what would probably be two brick walls. 
Except for this, the work is well planned. Whereas drink- 
ing fountains 7 and 8 connect directly into the drainage 
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THE DAYTON 





22 F.0. B. Dayton 
PUMP & MFG. CO. 


DAYTON, OHIO. U.S.A. 


breaking sales records with it. 

It is one of a complete line of 
DAYTON Water Systems which 
includes a wide range of capacities 
and prices. ; 
Write today for complete details 
of the DAYTON Dealer plan. 
Learn how you can increase sales 
and profits and build for future 
business with this meritorious, 
low-pric ¢1 line. 
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It’s the time to push 
Heating Systems 
Minneapolis- 


Equipped 


Capitalize the Public Interest in 
Completely Automatic Regulation 


The Minneapolis 
Model 77, 8-day 

7-jewel, clock, 
type thermostat. 





Today when people contemplate driven home the fact that com- 
installing a heating plant, they pletely automatic regulation means 
think first of the convenience and Minneapolis clock control. 

fort it will bring, through E : 
nae A hosel sa . This season, sell heating plants 


, completely equipped for automatic 
This idea is firmly fixed in the control. Capitalize the outspoken 


minds of the American public. public demand for the Minneapolis 
Powerful forces have brought it on o> gga Phe — 
about. Millions of dollars have weet 7 ore boumg Sorte 

: Minneapolis clock—and identify 
been spent by heating plant manu- 


yourself with this growing trend. 
It will make your sales easier and 
build good will afterwards — for 


facturers to explain the advantages 
of advanced heating systems—with 


emphasis on automatic regulation. Minneapolis controls play a definite 
Consistent national advertising by part in making satisfied customers 
the Minneapolis organization has and eliminating service troubles. 


Write for complete information 


MINNEAPOLIS HEAT REGULATOR COMPANY 


2801 Fourth Ave., So. Est. 1885 Minneapolis, Minn. 


TheAfINNEAPOLIS” 
HEAT REGULATOR 
FOR COAL—GAS—OIL 
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system, drinking fountains 48 and 49 discharge into an 
open fixture in the basement. This drawing is also on 
the July 24th drawing problem. 


Join the Class now. All that is necessary is to send 

in a solution of a Plumbing Problem. 

Figs. 12, 13, 14, 15 and 16 are isometric drawings of 
the December 8th drawing problem, the same problem 
shown in mechanical drawing by Figs. 1 to 8. 

Fig. 12.—This is a most excellent drawing, showing a 
great amount of work. There is no criticism to make of 
it, except several points that the maker himself brings 
out, which are as follows: ‘‘The work is faithfully done 
according to rule, except where one line would be hidden 
by another, or where an angle would appear as a straight 
line. The lines are then spread enough to be seen. 

“Stack B and its horizontal connection in the basement 
would appear as a straight line according to true isometric. 
An extra fitting is used in the horizontal part of stack D 
in order to line up with the double Y as shown on the 


floor plan.” 

Fig. 13.—This drawing has been drawn on such a small 
scale that it is almost impossible to figure out many of 
the connections, and be sure that we show exactly what 
the maker intended. We feel sure that if the drawing 
had been on a sufficiently large scale to make it distinct, 
there would be little to criticize from an isometric stand- 
point, for it is clear that the principles are well under- 
stood by the maker. 

This drawing is 9 or 10 inches square, whereas Fig. 12 
is nearer 30 inches square, and therefore more clearly 
understood. 

Outside of the foregoing, we think perhaps the chief 


criticism is that too much vertical piping is used on the 
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venting, making the work more complex than necessary. 
This is especially true of stacks A, B and FE. Compare 
stack E with the connections of the same stack in Fig. 2, 
and the. latter will be seen the simpler. 
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Fig. 16 


Fig. 14.—This drawing is open to the same criticism 
as Fig. 13, as regards small size and consequent indistinct- 
ness. Our advice is to make large drawings when you 
do isometric work. 

This drawing is not made in isometric, but in a sort 
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cw 


TROUBLE-PROOF 


No Panel Required. 
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BROOKLYN NEW YORK 


in 
operation and easy to install. 


Heavy Nickel Plate 


Insuring an installation of 
ENDURING QUALITY 





VALVES of RED METAL 
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ART 





Union Rediators couple art 
with utility. Since their in- 
troduction the trade has en- 
thusiastically welcomed them, 
and ever-increasing sales attest 
to their popularity on the part 
of bulld and h e ners 





s 
everywhere. 





A Boiler Built 
to Satisfy ! 


Union Super-Surface Boilers, like the 
other product of the Union family— 
Union ART Radiators—are featured 
by particular points of construction 
that afford paramount value! 


The proper ratio of grate to heating 


surface—a most important factor—was 
given special consideration by our en- 
gineers in developing Union Boilers! 


TRI-WAY Crown Sheet 3-Column 


Gives Greater 
Heating Surface 








The “super-surface” of Union Boilers is a de- 
cided advantage—caused by the ingenious 
TRI-WAY Crown Sheet, giving a far more 
effective heating surface, which combined with 
long fire travel, utilizes the maximum heat units, 
and affords highest possible efficiency and 
economy. 


Adapted to any kind of 
fuel—built in sectional 
units — write for details! 








UNION Radiator Company 
Office and Works — 
JOHNSTOWN, PA. 


Branch Warehouses — 


New York Philadelphia Chicago Baltimore Harrison, N. J. 7-Column 
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of perspective. Our earnest advice is to stick closely to 
isometric. se 

Figs. 12, 13 and 14 are each taken from a different 
angle, and it will be interesting to note how this changes 
the relative locations of the stacks. It is perfectly O.K. 
to view the work from any one of these angles. We think 
that in general the connections here shown are O.K., 
except that the offsetting of stack C is not shown. 

Fig. 15.—This isometric is very well done. We note 
that the outlines of the floors are not used. It is O.K. to 
use them or not, as one chooses, but our own idea is that 
they help to make the picture of the work clearer. This 
elevation is made from the same angle as Fig. 12, which 
to us seems the most natural angle on which to view the 
work. These two views are obtained by looking upon 
the work from the lower right hand corner. 

Fig. 16.—This drawing gives a very clear idea of the 
entire plumbing system, although it is not an isometric 
drawing. It is principally a straight mechanical drawing, 
but with perspective used where it will help to make the 
work clearer. Such a method is O.K. when only the 
nature of the connections is important, but it does not tell 
the story about the work in the truthful manner that an 
isometric drawing does. 

Our earnest advice, again given, is to cast aside all 


other methods of perspective, and get right down to 
isometric. It may make you work a little harder right 
now, but it will pay in the long run. 
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Making Roof Openings Weather Proof 


USE of welding is shown in the accompanying 
A\ istration It is usually quite difficult to maintain 

a weather proof seal where steam lines, which are 
subject to expansion, are run through a roof. Particularly 
is this true in pump houses with reinforced concrete roofs. 
The problem, however, was solved as shown in the draw- 
ing. Four pieces of channel were mitered and welded 


together to form a rectangular frame with flanges out. 















































id WW lg 
This was built into the concrete roof after another frame 
of bent bar was welded to its inside edge. Then a sheet 
steel umbrella was made with a flanged edge which would 
make a sliding fit over the bar frame. Finally, holes to 
pass the pipes through were cut in the umbrella, which 
were then slipped over the pipes and welded to them. 
The arrangement, when completed, permitted the free 
expansion of the pipe and maintained a weatherproof roof. 











SPEAKMAN 
HAS ADOPTED CHROMIUM 


PLATING 
From now on Speakman Showers 


and Fixtures can be had in either 
nickel or chromium finish. 


SPEAKMAN COMPANY 


Wilmington Delaware 




















“GOLD NUGGET” 


BRASS FERRULES 


The manufacture ofquality brass 


ferrules is a specialty wita us. If 
you want to give your trade high 
grade,accurately made and nicely 
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Richmond Line. Our large ware- 
house stocks and unexcelled ship- 
ping facilities makes trading with 


RICHMOND 
“RICHMOND, VIRGINIA 
‘A: DEPENDABLE : SOURCE ‘OF: SUPPLY"): 

















Telephone: Lawndale 1850 - 1851 


Ingot Brass 


Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 2ist St. 
John Hartman, Sales Mgr. : Chicago, I11. 




















American Over-Rim Fillers 


L No. 10204 
AMERICAN SANITARY MEG. CO., Abingdon, Illinois 
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ROYAL FLUSH VALVES 


Measure 
the Flush! 


y At the right, the handle of the Sloan 1 





Royal Flush Valve has been given 
a short quick thrust and rapidly 
released. Instead of a mere spurt or 
insufficient quantity of water, the 
Sloan Royal Flush Valve delivers 
the proper flush, just the amount to 
cleanse and flush the fixture—no 
more and no less—regardless of how 
fast the operator pushes and re- 
leases the handle. 








——— 


At the left, the operator is holding 
the handle of the Sloan Royal Flush 
Valve in the open position. Instead 
of a continuous flow of water, last- 
ing as long as the handle is held open, 
the Sloan Royal Flush Valve de- 
livers the same, proper flush as 
when the handle is pushed and re- 
leased. You can not hold a Sloan 
Royal Flush Valve open to waste 
water, because it automatically 


Ji I\ shuts off after delivering a uniform 


flush. 
SS TheSameFlush 
te With the Handle Held Down 
, aS or Released 


OST important of all the exclusive features in- 

corporated in Sloan Royal Flush Valves is the 
Automatic Closing, which offers positive protection 
against insanitary or wasteful flushing. 














































Stop-watch precision in pressing and releasing the 
handle is never necessary to obtain a uniform flush 


at every operation. Sloan Royal Flush Valves truly 
measure the flush; guarantee it, in fact at every operation. 


SLOAN VALVE COMPANY 


Albany, N. Y. Butte, Mont. Des Moines, Iowa Jacksonville, Fla. Milwaukee, Wis. New York City, N. Y. Seattle, Wash. 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. Kansas City, Mo Minneapolis, Minn. Oklahoma City, Okla. St. Louis, Mo. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. Tampa, Fla. 
Boston, Mass. Dallas, Texas Fort Wayne, Ind. Memphis, Tenn. Newark, N. J. Pittsburgh, Pa. Washington, D. C. 
Buffalo, N. Y Denver, Colo Indianapolis, Ind. Miami, Fla. New Orleans, La. San Francisco, Cal. Richmond, Va. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 














CHICAGO 


While the week has not brought to light any definite in- 
dications of changes in conditions pertaining to plumbing 
and heating in this territory, activity is well sustained. 
Reports from many leaders in the trade carry evidence of 
a slight expansion in operations during the past week or 
ten days. One factor that has contributed greatly toward 
bringing about this growth to business is the exceptionally 
favorable weather that has prevailed in and around Chi- 
cago for the past several weeks. During this period there 
have been very few days in which building operations have 
been hindered and many contractors have availed them- 
selves of the opportunity to get as much work as possible 
under way. Even though another cold wave does strike 
this city, enough construction is already beyond the stage 
where work will be interrupted to keep contractors fairly 
busy. Figures recently released by S. W. Straus & Co. fur- 
ther substantiate the building activity in this territory. 
According to this report, thirteen of the leading sixteen 
Chicago suburbs made building gains in February over 
January this year, while eight out of the sixteen made 
gains over February, 1926. Chicago itself upheld its pres- 
tige with a February volume of $34,977,900, as compared 
with $24,923,800 for February, 1926, a gain of 40 per 
cent. February also showed a gain of 59 per cent over 
the January volume of this year. 

Although little variance is to be noted in the manner of 
buying on the part of wholesalers, who are continuing to 
take in goods in accordance with their current require- 
ments, there are some reports of increasing interest in 
later needs of some items. This applies especially to enam- 


eled ware and pottery, on which commodities a number of 
wholesalers have protected themselves for the next sixty 
days. Others, however, have not placed such large orders 
and are continuing to buy in just slightly larger quanti- 
ties than actually required for current needs. 

One maker of a combination riveted and welded boiler, 
who had not changed his quotations since November, 1926, 
issued a new price sheet during the week advancing prices 
on all sizes of boilers approximately 9 per cent. Quota- 
tions of other makers than the one mentioned above have 
not changed and, in general, prices of most commodities 
are firm. Wholesalers’ prices, however, are in the same 
weak condition that has prevailed since the latter part of 
1926. Stocks at manufacturing sources are. in general, 
ample and makers have no difficulty in making prompt 
deliveries when required. 

Soil Pipe 

Makers state that demand for soil pipe continues along 
seasonal lines and, while there are a good number of or- 
ders for single carloads of assorted sizes, wholesalers in 
general have not commenced placing orders to take care of 
their future needs. While foundries are operating at a 
fair production schedule, stocks are not heavy, although 
sufficient to enable jobbers to secure early deliveries. 
Pick-ups from makers’ warehouses are good and help to 
swell the total tonnage movement. Prices have not 
changed. 

Steel Pipe 

The months of January and February are reported by 
one large operator in this territory as being good in the 
tonnage shipped and above the volume for the correspond- 
ing period of last year. On the whole, however, demand 





HE exceptionally favorable weather that has 
visited nearly every section of the country dur- 
ing the past few weeks has naturally added impetus 
to the construction program. Many projects that 
normally would not be started until April or there- 
abouts are now well underway and much of this work 
is already beyond the stage where it will be held up 
greatly by future adverse weather. As a result, manu- 
facturers, wholesalers. and contractors are experienc- 
ing a gradual growth in their volume of business. 
Taken however, wholesalers have not 
altered their mode of short term buying. 
Most manufacturers are operating their plants at 
a fairly high ratio of capacity, with the result that 
material is being stocked to some extent and prompt 
deliveries are possible on orders for rush delivery. 
No complaints are heard regarding delivery service 


as a whole, 


FAVORABLE WEATHER STIMULATES CONSTRUCTION 


offered by wholesalers. One maker of a combination 
riveted and welded range boiler jn the Chicago ter- 
ritory issued a new price sheet during the week ad- 
vancing prices on all sizes of boilers approximately 
9 per cent. This was an advance from the November 
sheet of that maker and further emphasizes the 
tendency toward firmer boiler prices. This was the 
only price change announced during the week, and, 
in general, makers’ prices of most commodities are 
on a firm basis. Wholesalers’ prices in Chicago and 
Philadelphia still carry @ weak tone. 

February shipments of enameled sanitary ware, as 
reported to the Department of Commerce by the 
twenty-one manufacturers who comprise the entire 
industry, totaled 314,494 pieces, as compared with 
353,578 pieces in January and 331,898 pieces in Feb- 
ruary, 1926. 
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J. T. Nichol’s Residence 
151 Lake Shore Blvd., Grosse Point 
(H. Buckridge & Son, Plumbers 
Murphy Land & Bidg. Corp., Arch. 














Residence B. F. Robertson, 
1010 Harvard Place, Grosse Point, Detroit 


(H. Buckridge & Son, Plumbers 
R. W. Koch, Architect) 


YN One-Piece Closets 


May be found in the finest homes 
not only in large metropolitan cen- 
tres but in smaller communities, for 
progressive plumbers everywhere 
recognize the superior advantages of 
these modern one-piece closets. Do 
you? 











Belle Apartment - Broad Street and Joy Road Liditz & Green, Plbrs C. E. Clapp. Arch. 


W. A. CASE & SON MFG. CO., 220 Delaware Ave., wena N. Y. 


(Potteries, Robinson, Illinois) 
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for steel pipe has not reached heavy proportions, as most 
wholesalers are adhering to the policy of ordering pipe in 
numerous small quantities closely adjusted to current 
needs. Mills are operating at about a 70 per cent sched- 
ule, and in some instances production is reported as being 
maintained at an. even higher level. Mill deliveries are 
fair, most orders going forward in ten days to two weeks. 
Mill prices have not changed and are firm. 

4 Wrought Iron Pipe 

While there are not more than a seasonal number of 
buildings at the stage where wrought iron pipe is needed, 
mill shipments are reported good. Makers attribute this 
tonnage partly to the fact that many wholesalers are or- 
dering pipe in quantities somewhat larger than called for 
by consumption needs in preparation for the not far dis- 
tant spring rush, which is expected to assume healthy pro- 
portions. Mill operations are being maintained at a brisk 
pace and stocks are such that early deliveries are possible. 
Wholesalers in general can also deliver pipe as wanted. 
Mill prices have not changed and are maintaining the same 
firm level that has existed for the past four years. 

Enameled Ware 

Conditions pertaining to the enameled ware business 
show little change since the last report. Makers state 
that prospects are bright and that current business is very 
satisfactory for this period of year. Most wholesalers in 
Chicago are confining themselves to short term buying, 
and there are few reports of orders being placed in antici- 
pation of later requirements. Much of this provident buy- 
ing, however, includes orders for slightly larger quantities 
than actually warranted by current needs as many whole- 
salers are desirous of putting their stocks at a safe work- 
ing level. No delivery delays are reported. Prices have 
not changed. 

Pottery 

There is still a fair amount of old business on most 
potters’ books, much of which calls for April 1 ship- 
ment. When deliveries spécified for that date are out of 
the way, makers state that most of this remaining busi- 
ness will be consummated. Makers also state that there 
is a fair volume of new orders for staple ware for imme- 
diate delivery and along with shipments against old con- 
tracts, the total movement is seasonally good. In general, 
potters’ stocks of staples are ample and deliveries can be 
had promptly. Most wholesalers are also in possession of 
good sized stocks and can, in general, deliver ware as 
wanted. Makers prices have not changed. 

Plumbers’ Brass Goods 

No increased activity is noted by manufacturers in de- 
mand for cast or tubular brass goods in this territory. 
Business is in keeping with the season and has not fluc- 
tuated to any extent during the past few weeks. Many 
orders reaching makers call for immediate shipment and 
these are going forward promptly from good-sized stocks. 
Orders for later delivery are also in fair volume, both for 
cast and tubular items. Wholesalers can make early de- 
liveries. No price changes have been announced. 

Range Boilers 

One maker of a combination riveted and welded boiler 
who had not changed his quotations since November, 
1926, issued a new price sheet during the week, advanc- 
ing prices on all sizes of boilers approximately 9 per cent. 
While a large proportion of boilers being shipped are 
against orders placed prior to price advances, there is a 
good amount of new business coming in marked. for 
prompt delivery. Makers state that nearly all old busi- 
ness should be cleaned up in the.early part of April. De- 
liveries from both makers and wholesalers are satisfactory. 
No new price sheets were announced during the week. 
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Boilers and Radiators 

A very satisfactory first two months is reported by one 
maker in this territory, who states that actual shipments 
during January and February were well ahead of ship- 
ments for the corresponding months of 1926. The same 
maker also stated that March, so far, is just abreast of 
the same month last year, indicating a probable good first 
quarter. Other makers also report business as comparing 
favorably with last year. Most orders are for immediate 
consumption purposes and call for prompt shipments. 
Some makers, however, are also booking a small amount 
of business for delivery in 60 to 90 days. In general, 
stocks are ample and good delivery service maintains. 
Prices have not changed. 


NEW YORK 


That large construction projects in Metropolitan New 
York have to a great extent been reduced in numbers is 
evidenced in the building reports of permits granted that 
are issued from time to time, comparing 1927 with the 
first months of last year. However, it also develops that 
home building in the outlying areas is very much on the 
increase. The interest manifested in home buying has 
steadily increased, especially in the past week with the 
spring-like weather which has been enjoyed in and around 
New York City. This demand for homes ranges widely 
from the inexpensive bungalow to the costly palatial resi- 
dence. 

Notwithstanding this, a steady demand for plumbing 
and heating goods has as yet not settled on this market, 
but instead a spotty tone seems to continue, obtaining, in 
that for one or two days it will reach brisk proportions 
and then diminish for a day or two. It is fully agreed 
generally, though, that business is showing a tendency to 
expand in volume. 

Manufacturers of most all products in the industry have 
synchronized production with the slow expansion of de- 
mand. Surplus materials as a rule are not heavy, but 
stock sheets for the most part divulge a good assortment. 
The price situation showed no change during the week 
and less is heard of dips from the general market level. 
There still continues to be a complaint of poor collections, 
but money for substantial developments seems to be avail- 
able. A revival of rumors of labor difficulties in the 
plumbing craft may be causing some little hesitancy on 
the part of contractors to begin new projects until after 
April 1 when it becomes known what action will be 
taken on the new agreement with journeymen. 


Soil Pipe . 

The week’s survey of the soil pipe market discloses 
very little change over the situation existing the preceding 
week. Foundries are in production that insures substan- 
tial, well assorted stocks. Plumbing contractors uncov- 
ered a slightly keener buying interest and as a consequence 
calls from wholesalers were received in larger volume by 
manufacturers. Nearly all of the tonnage forwarded is 
immediate shipment business, which is executed satisfac- 
torily. Prices remain unchanged. 

Steel Pipe 

A lull in demand for steel pipe was noted during the 
week, but the tonnage booked earlier was heavy enough 
to give the month a favorable position with this month of 
last year. Jobbers continue carrying stocks to meet near 
requirements; as a result, most all placingg are accompa- 
nied by a rush shipment request. Mills are in position to 
comply as their stocks are well assorted and in good pro- 
portion. Prices have not changed. 


— 
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Wrought Iron Pipe 

With little variation among the leading companies mak- 
ing iron pipe, there appears to exist a spotty demand. 
Wholesalers are not deviating from the buying as needed 
policy which has prevailed for some time, so that alter- 
nate strong and lighter demand is but a reflex of the 
buying pace of plumbing and heating contractors. Mills 
are in a position to forward promptly. Prices from makers 
are firm and continue to show no change. 

Enameled Ware 

Makers’ stocks in warehouses are good; consequently, 
no delay is experienced in forwarding orders designated 
for immediate release. A fairly good quantity of ware 
engagements, though, were made for future delivery. To- 
gether these totaled a substantial amount for so early in 
the spring, a tonnage which has been well sustained for 
several weeks past. Manufacturers seem reasonably op- 
timistic toward future business. 

Pottery 

Nothing distinctly fresh occurred during the week in 
the pottery market. Bookings for future releases showed 
no drop from the pace which has obtained since early in 
the month. Neither did orders for this commodity in- 
tended to reinforce wholesalers’ stocks show any percep- 
tible deviation from the activity which has been indicated 
through previous weekly reviews. Stocks at potteries are 
in such shape as to permit unextended deliveries. Prices 
are at a firm level and no change has been announced. 

Plumbers’ Brass Goods 

A better showing is being made this year thaw last in 
the brass goods market. Lettings by wholesalers during 
the week for both tubular and cast types were quite sub- 
stantial. Placements for the most part indicated some 
anticipatory buying on the part of jobbers who for the 
most part specified shipping dates at regular, short inter- 
vals. Plumbing contractors are coming into the market 
for considerably larger amounts of this material and it is 
for this reason that jobbers are looking to their stocks to 
keep them adequate and well assorted. Most all makers 
seem in a position to make prompt deliveries. Prices re- 
main unchanged. 

Range Boilers 

The recent price changes have apparently not stimu- 
lated buying interest to any great extent. Present con- 
sumption is not heavy and stocks of jobbers are ample to 
care for the requirements of the trade. Manufacturers are 
well enough supplied with range bdilers to insure prompt 
deliveries. No further price changes have been announced. 


Boilers and Radiators 
Demand for heating equipment seemed somewhat 
quieter this week. Deliveries were to some extent lighter, 
but in view of the existing building activity in the Metro- 
politan area the future outlook could be nothing short of 


optimistic. Makers are building substantial reserve stocks 
and deliveries are unretarded. No change has been made 
in prices. 


PHILADELPHIA 


With the official entrance of Spring on March 21, ac- 
companied by some real spring-like weather, business in 
the plumbing and heating fields in the Philadelphia terri- 
tory is looking up. Reports of contemplated construction 
show that a considerable quantity of work will be started 
in the near futyre, contracts are being awarded to general 
contractors, and these firms in turn are beginning to ask 
for figures from plumbing and heating men. 

A perusal of sheets which contain details of building 
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which is planned shows that there is at present compara- 
tively little small house building planned by the operation 
type of builders. Where a year ago a builder was con- 
templating the erection of possibly 100 houses, this year 
he has cut his Spring estimate down to possibly fifteen or 
twenty. On the other hand, apartment house construction 
appears to be on the upgrade, with many projects of this 
kind listed. Early season activity leads to the belief that 
large construction will closely parallel the erection of this 
type of building last year. 

In practically every line covered by this report, repre- 
sentatives of manufacturers state that demand has shown 
a slight increase during the week. Weolesalers also find 
that they have delivered a trifle more material to con- 
tractors than during the seven days preceding, and that 
they are receiving many inquiries. The Philadelphia mid- 
dlemen, however, complain of a lack of a fair profit in the 
figures being quoted by the average wholesaler. Manu- 
facturers’ prices have not been changed during the week. 
Deliveries are being made without delay on most items. 

Soil Pipe 

Fairly good business is being enjoyed by most foundries, 
although the demand is still characterized as below normal 
for the season. One foundry which usually receives orders 
for from six to eight carloads a week from this territory 
at this season states it is receiving from three to five. 
Makers’ prices are holding firm. Foundries are not build- 
ing up stocks to any great extent, holding production to 
a level that will adequately care for demand. Shipments 
are prompt. 

Steel Pipe 

Steel mills say that business is a little better than it 
was a week ago. There is not, however, a heavy tonnage 
moving into the market, as construction has not yet 
reached the point where contractors are installing much 
pipe, and wholesalers are not building up stocks in antici- 
pation of future needs. Early shipments are easy to ob- 
Prices have not changed. 

Wrought Iron Pipe 

Conflicting reports are received from makers, one mill’s 
wholesale distributors apparently needing pipe worse than 
another manufacturers’ distributors, as the first named 
mill is enjoying an excellent demand for tHe season and 
the second states business is still rather slow. Prices gen- 
erally have not been changed. Early shipments can be 
made without difficulty. 

‘ Enameled Ware 

Business is getting better in Philadelphia, many of the 
inquiries now resulting in definite orders for shipment of 
both staples and specials in the comparatively near future. 
One manufacturer believes March business will approach 
last year’s figures, while others appear a trifle less opti- 
mistic. Makers’ policy of building up good stocks at their 
factories and in local warehouses makes it easy for the 
wholesaler to get ware when needed. Prices are holding 


steadily firm. 


tain. 


Pottery 

Pottery salesmen are kept busy checking up on reports 
of ware to be needed for the better type of buildings in the 
near future, but the actual placement of orders in any 
appreciable volume is still in the future. Current business 
on staple ware is not large, due to fairly well assorted 
stocks in the warehouses of many jobbers. Despite keen 
competition on staples, prices appear to be holding up 
well. Potteries have large enough stocks to ensure prompt 
deliveries of staple items. 

Plumbers’ Brass Goods 

Business appears to be better for both the cast and the 

tubular manufacturers. The salesmen for one large tubu- 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have 
authorized us to send to the plumbing and 
heating contractors, upon request, their loose 
catalog sheets for use in the binders distributed 
through the National Trade Extension Bureau. 


These loose sheets are reprints of catalog 
pages appearing in “‘Domestic Engineering 
Catalog Directory.”’ They are uniform in size 
814x105 inches—printed on a good grade of 


If you have the binder and desire loose cata- 
log sheets, write Domestic Engineering Co., 
1900 Prairie Avenue, Chicago, on your letter- 
head, giving the names of concerns listed be- 
low whose lines you are interested in, and we 
shall be glad to send you the sheets without 
charge. If you are not using the binder and 
wish information regarding it, write to the 
National Trade Extension Bureau of Evans. 








light paper and punched to fit the binder. 


GIMME csc clas sos piel ocd es des Port Chester, N. Y. 


Acme Asbestos Covering & Flooring Co......... 


ee Se ee 
American Brass Co.............. 
American Pipe Tool Co........... 
American Steam Pump Co........ 
Armstrong Mfg. Co.............. 


Automatic Gas-Steam Radiator Co. 


Badger & Sons Co, E 


. Chicago, IIls. 
..Coxsackie, N. Y. 
Waterbury, Conn. 

40 0,» « Gann AaaE 

Battle Creek, Mich. 
Bridgeport, Conn. 

. .Pittsburgh, Pa. 


Be Nils cine oe Sale s.actra woston, Mass. 


RB A terete hte n oF 4.s oo Sado 8 Oss eh ew eRE Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 


Beaton & Corbin Mfg. Co....... 

ree 

Blake Specialty Co........ x 
we ad Mfg. Co., Norman...... 


nt Southington. Conn. 


Sas Marietta, O. 
-Rock Island, Ills. 
. .Detroit, Mich. 


| SE en rrr ree Warren, Ohio 
+ se anata odo ana 45 GE'S: 6 5,615.2 Bridgeport, Conn. 
Brunswick-Balke-Collender Co.................. Chicago, Ills. 
NN ee regan Sido eo Oe 4 0 0 no 0 A.2 Ca Lorain, Ohio 
ees OOO WOTKE, TNC. 5. ois cc cece cees Gowanda, N. Y. 
CE UE WUENED Sos isc vies cbsvecvsceecea Detroit, Mich. 


Case & Son Mfg. Co., W.A.. 
Central Radiator Co..... ; 
Chamberlain Co. . 

C hicago Faucet Co.. ' 
Chicago Pipethread Machine Co... 
Columbia Radiator Co............ 


pe eas ae Buffalo, N. Y. 


New York City 
Pittsburgh, Pa. 
Chicago, Ill. 


bake Racine, Wis. 


. .McKeesport, Pa. 


Commonwealth Brass Corp...................: Detroit, Mich. 
CONOMAUGN IFOMV WOKS. 6.6 ci eects cee cece Latrobe, Pa. 


Continental Heater Corp................. 


Crampton-Farley Brass Co..... 
Crist & Schilken Co. Inc..... 
Curtin Valve Co., A. F. ; 
Dail Steel Products Co..... 
Davis Engineering ae 


..Dunkirk, N. Y. 
.. .Kansas City, Mo. 
.. Pittsburgh, Pa. 

Medford, Mass. 


....Lansing, Mich. 
. Elizabeth, N. J. 


Dececo Co. Bie nnd opie Stunase arenes Boston, Mass. 
Detroit Lubricator Co........................ Detroit, Mich. 
Pe die ce 2 Cr rr a Detroit, Mich. 


Ee eS fe 
RUG ew hs Pine aw 
Eastern Foundry Co..... re 
Economy Heater Co..... 
gr 


eee Cleveland, Ohio 


stone Berea, Ohio 
..Boyertown, Pa. 

. .Chicago, Ills. 
Boston, Mass. 


Excelso Specialty a “Nee Buffalo, N. Y. 
Exeter Brass Works............. RO ee Exeter, N. H. 
ON rr eee Boston, Mass. 
OES oO © A re a a ar Pr Seneca Falls, N. Y. 


OE oe 
Greenfield Tap & Die wane. 
Haas Co., Philip. . ; 

Heap & Sons, Wm.. 

Hercules Chemical Co., Inc ; 
Hetzel, J. G., Estate of. 

Hindley Mfe. ree 


weet Hatfield, Mass. 
. Greenfield, Mass. 
sata Dayton, Ohio 


Grand Haven, Mich. 


Imperial Brass Mfg. Co..... eat 
J. R. S. Specialties Mfg. Co., Inc. ... 


EET S: 
Johnson-Washburn Co........ 
Jones Hollow Ware Co.. 
Keeney Mfg. Co...... ‘ 
Kelly Valve Co........... 


Kennedy Valve Mfg. Co.......... 


Kenney-Cutting Products Corp. . 


.New York City 
6aXea Newark, N. J. 
cere. Falls, R. I. 
-Chicago, Ills. 
_.Patchogue, IN. x. 
dicate New York 
iebion Boston, Mass. 
. Baltimore, Md. 

. Newington, Conn. 
Grand Haven, Mich. 
5 «5 sy i ee Os 
.....New York City 


ville, Indiana. 


Keystone Brass Works. 


Kokomo Sanitary Pottery Co. PO 


Koven & Bro. Inc.,L.O. ... 
Kupferle Foundry Co., ete: : 
Lambertville Pottery Co.... 
Lawson Co., F. H 
Luzerne Rubber Co........ 
McGurrin Supply Co...°. ; 
Mfg. ey “cama & eenenening: Co. 
Martin & Sons, H.P........ ‘ 
Meneley-Diederich Co. Inc...... 


Milford Iron Foundry............. os 


Misener & Irving Mfg. Co. . 
Modern Utilities Co 

Molby Boiler Co....... 

Nason Mfg. Go....... 4 
National Steel Tank & Mfg. eae 
Niagara Radiator & Boiler Co. 


Northwestern Chemical Co........... 
Nye Tool & Machine Works.......... 


Pare SUDO COi cic cece 
Penn Engineering Co..... 
Plomb Tool Co........ 
Polygon Products Co 
Randolph-Clowes Co. . 
Rawlplug Co. Inc. 

Reed Mfg. Co.. ; 
Rhode Island Fittings Co. .... 
Richmond Engineering Co., Inc.. 


Richmond Foundry & Mfg. Co., ‘Inc. .... 


Riverside Fdry. & Galvanizing Co 
Robinson Mfg. Co.......... 
Russell Mfg. Co., Inc., J. M 

Scott Valve Mfg. Co. 

Sherwood Brass Works. 

Smith, Inc., H. Romeyn..... ‘ 
Standard Water Systems Co. of N. a 
Sterling Faucet Co. 


Stringer Broe.Co.,; TNCs... e et 


Swett Iron Works, Bs bi. 

Teck Mfg. Co...... es 
‘Theater Co........... 

Toledo Pipe Threading Machine Co 
Trenjer Specialty Co. . : 
Trenton Brass & Machine Co... 
Tryco Products, Inc...... 
Universal Smokeless Boiler Co. . 
Vanacnem Mite. Co. . 2.0.2... 
Vanderman Mfg. Co........ 
Wade Iron Sanitary Mig. ( Co 
Walworth Co 

Warnock Mfg. Co ; 

Warren Tool & Forge Co... 
Washington Metal Products Co... 
Wesely Co., Chas........ ; 
Wheeling Machine Products Co. . 


White-Steel Sanitary Furniture Co oP 
Whitlock Coil Pipe Co.:.....:.....0. 


Wilks Mfg. Co., S. 
Williams & Co., J. H.. 
Worcester Brush & Scraper Co. 
“*X”’ Laboratories. . j 
Yeomans Bros. Co 


one Erie, Pa. 


...++.4++Kokomo, Ind. 
a ee Jersey City, N. J. 


...+..9t. Louis, Mo. 
Lambertville, N. J. 
Cincinnati, Ohio 
.....Trenton, N. J. 
Grand Rapids, Mich. 
.Framingham, Mass. 
.Owensboro, Ky. 


eee Angeles, Cal. 


Ape Milford, Mass. 
Syracuse, N. Y. 
.Harrisburg, Pa. 
New York City 
New York City 


ieee ates Bradford, Ills. 
.North Tonawanda, N. Y. 
bia areno eed Marietta, Ohio 
bes wheiietatny Chicago, Ills. 
ae wate Maal Newark, N. J. 


. .Philadelphia, Pa. 
Los Angeles, Cal. 
.Boston, Mass. 
Waterbury, Conn. 
.New York City 

: .Erie, Pa. 
-Providence, | a 

. Richmond, Va. 

. .Richmond, Va. 
.Kalamazoo, Mich. 
.Cleveland, Ohio 
Naugatuck, Conn. 
. .Detroit, Mich. 

. Detroit, Mich. 
.New York City 


ei Hampton, N. J. 
Newcomerstown, Ohio 


me OF Chicago, IIIs. 
..Medina, N. Y. 
.Chicago, Ills. 
Newark, N. J. 
Toledo, Ohio 
Trenton, N. J. 

. Trenton, N. J. 


... 1+. .Westfield, Mass. 
ae crake .Ravenna, Ohio 


.. Fort Wayne, Ind. 
Willimantic, Conn. 
. Chicago, Ills. 
Boston, Mass. 
Worcester, Mass 
Warren, Ohio 


a H., Ohio 


Chicago, Ills. 
Wheeling, W. Va. 


‘Grand Rapids, Mich. 
ecg Hartford, Conn. 


Chicago, IIIs. 
Buffalo, N. Y. 
Worcester, Mass. 
New York City 

. Chicago, Ills. 





. 





s 
ee ee epee 


a So Nh gnc NERY AP ew ee, OE 








62 DOMESTIC ENGINEERING 


lar house state that demand is fairly good, but that price 
conditions are still unsatisfactory to the average manu- 
facturer. This concern is getting some contracts for brass 
to be shipped over a three months’ period. Cast salesmen 
find demand better so far in March than it was in Febru- 
ary, but report few orders for later delivery, most of the 
business received being in small orders for prompt ship- 
ment. No new manufacturers’ price sheets have been re- 
ported. Shipments are not subject to delay. 
Range Boilers 

While the quality of the demand apparently has im- 
proved a trifle over a week ago, it still is not particularly 
good. Wholesalers who need range boilers are prone to do 
considerable shopping for prices before placing their or- 


The average manufacturer has a large stock, and 
Price conditions are unchanged. 


ders. 
can ship when wanted. 


Boilers and Radiators 
The trade is not in need of boilers or radiators in great 
volume in March, and this is reflected in the demand re- 
ceived by manufacturers, as wholesalers generally have 
been buying in large measure on a quick turnover basis. 
Price sheets have not been changed. Prompt deliveries 
are possible. 


NEW ENGLAND 


As the first quarter of this year draws to a Close, an 
analysis of business done compares favorably with that of 
the several years previous. Even though jobbers and the 
plumbing and heating trades have not been particularly 
active, a note of confidence in the coming months is ap- 
parent from the sales records of manufacturers. Residen- 
tial and industrial proposals are developing into actuali- 
ties. From quotations made, there is gathered that hos- 
pital and school buildings will also add to the total during 
the next three or four months. 

Northern New England is rapidly recovering from the 
severe storms which visited that section several weeks ago. 
Southern New England, on the contrary, has been enjoying 
near summer weather for the past few weeks which nat- 
urally adds impetus to the program of building. Makers, 
distributors, and contractors, while experiencing a grad- 
ual growth in their volumes, are especially occupied in 
figuring prospective developments. The consensus of opin- 
ion indicates that this will not be an unusually active year 
in this territory, but that there will be an attendant good 
volume of business, slightly decreasing from 1925 and 
1926. > 

Jobbers’ placements are slightly stronger than as previ- 
ously reported. Contractors are not buying for the fu- 
iure, in any large way in so far as wholesalers’ stocks are 
complete and prompt deliveries are granted. Makers re- 
port that there is no let-up in production and there are, 
consequently, no shortages in any commodities. Follow- 
ing the recent advance by makers of galvanized range 
boilers, wholesalers have increased their prices on this 
commodity approximately 9 per cent. Otherwise prices 
are unchanged. 

Soil Pipe 

A readjustment, showing a slight decrease, in the car- 
load lot price quoted by wholesalers to contractors was 
recently. made. Demand from the plumbing trade has 
gained stimulus, in so far as the number of new jobs 
started is gradually on the increase. 
ticeable addition to the tonnage moving into jobbers’ 
stocks. Immediate delivery may be generally procured 
from all sources. Makers’ quotations and those of job- 
bers’, for less than carload shipments, are unchanged. 


There is also a no- 
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Steel Pipe 

Considering the steady price tone, mills are not booking 
cover orders for delivery in the future. Wholesalers are 
as a rule, specifying immediate delivery, and, while the 
number of orders placed does not assume large propor- 
tions, shipments are on a par with those of last year. The 
decline of the heating season has caused a falling-off in 
contractors’ orders. Mills are offering prompt shipments 
and the well assorted stocks of jobbers are being main- 
tained at a good level. Fluctuations in prices quoted by 
distributors have occurred in this market during the past 
week. Mill prices are firm. 

Wrought Iron Pipe 

Distributors’ interest in this commodity is not exten- 
sive. The demand from plumbing and heating contractors 
does not greatly increase at this time of the year and job- 
bers, having accumulated a well varied supply, are not 
ordering heavily. Mills are still shipping in good quanti- 
ties for gas and water companies’ use in this section. Pro- 
duction at mills shows no decrease, and the surplus stock 
affords good deliveries. Prices have not changed. . 

Enameled Ware 

In point of carload orders placed, one large manufac- 
turer reports a decided increase during the past week. 
Requests for quotations have also assumed larger propor- 
tions, as stated by both makers and wholesalers. Plumb- 
ing contractors’ requirements are on the increase, but are 
small as compared with those anticipated within the next 
month. Makers’ local warehouses are well supplied and 
distributors’ stocks well assorted. Prices are unchanged. 

Pottery 3 

No apparent increase in demand is experienced either 
from wholesaler or plumbing contractor. Even though 
nearly all contracts placed with potters during the latter 
part of 1926 have terminated, little forward buying is 
being done. Jobbers’ sales are not exceptionally large, but 
ample stocks of staple ware are generally maintained. 
Prices are firm and unchanged. 

Plumbers’ Brass Goods 

Neither wholesalers nor contractors are committing 
themselves to future buying on any large scale. Makers 
report a good amount of business in shipments to job- 
bers’ stocks for the latters’ immediate requirements. 
While prices quoted by manufacturers are generally at- 
tended by firmness, one local representative encounters 
shading of prices on certain items. Prompt deliveries are 
generally had from the factories, and jobbers’ stocks are 
well assorted. Prices on combination fixtures for lavato- 
ries and tubs were recently slightly reduced by jobbers. 
Otherwise firm prices prevail. 

Range Boilers 

While new business placed with makers is of good pro- 
portions, as evidenced in the receipt of several carload 
orders during the past week by a leading manufacturer, 
shipments on recent contracts account for present activi- 
ties in this commodity. Jobbers are holding their stocks 
in proportion to the light demand from their trade. Im- 
mediate deliveries are general. Following the recent ad- 
vance by makers, wholesalers have readjusted their prices, 
showing an approximate increase of 9 per cent. 

Boilers and Radiators 

Local warehouses of makers are enjoying a good volume 
in so far as distributors are not anxious to lay in large 
stocks. Future business is deemed good, judging from 
the many quotations being made by manufacturers. One 
maker reports that his bookings have increased consider- 
ably over last week. Contractors’ requirements, for the 
present, are light, but some future delivery contracts are 
recorded, Prices are firm and have not changed. 
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San-Equip Profits 





San-Equip Septic Tanks 
Made Exclusively for 
the Plumbing Trade 


Eome size SAN-EQUIP sells to 
your customer for only $44 now— 


completes your job — makes 
friends and customers and extra 
profits. 


Materials—Made of Iron, the 
plumbers’ material — Copperoid 
Iron, 12 gauge and 14 gauge. 


Design—Follows U. S. Public 
Health Service. Less service 
trouble than any other equip- 
ment. 


Durability — Mineral enamel 
rust proofing by a s>decial San- 
Equip process makes the tank as 
permanent as the plumbing. 


Capacity—From single home 
units to outfits for the largest 
buildings and communities. 


Accept no substitute—San-Equip 
is plainly branded,—correctly 
rated for cavacity,—built for 
service,—satisfies and protects. 


Thousands in use,—no failures. 
Your jobber can deliver promptly. 


Write us for sales helps, installa- 
tion plans and other free infor- 
mation that will show you the 
way to greater profits with 
San-Equip. 


Write Today! 


Chemical Toilet Corp. 


E. Brighton St. 


Syracuse, N. Y. 


Note—We make also a full line of San-Equip Waterless 
Systems for use where water supply is not available 
or where disposal of water carried sewage is difficult 
or dangerous. Required for some summer resort 


sections. 


Where needed, the plumbing dealer 


should sell them. Write if interested. 








It won’t be long; now, before 
the summer tourist and camp- 
er will again be on his way to 
his old haunts. The wayside 
gas Station and road house will 
be sporting a new coat of paint 
and the plumber will have be- 
fore him a splendid avenue to 
profit. 


The gas station and road house 
owners, as well as the country 
home and camp owner, are 
anxious to have city conven- 
iences to offer to their custom- 
ers and guests. 


San-Equip Septic Tanks offer 
that convenience. They are 
the safe, sure and sanitary 
method for sewage disposal. 


Get in line now for Spring and 
Summer San-Equip Profits. 
Write for full details and sales 
helps or ask your wholesaler. 
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PACIFIC COAST 


Taken as a whole, business on the Coast for the first 
quarter of 1927 showed a decline from the same period of 
1926. Weather conditions, particularly in California, are 
given by some as the reason for this decline. Present in- 
dications are, however, that business will shortly start to 
healthy increase. 

Soil Pipe 
The demand for soil pipe continues mostly in small lots 


show a 


for immediate requirements. There is also a fair demand 
for carload shipments as the present low steamship rates 


? 


are only guaranteed up to April 30, and some wholesalers 


are taking advantage of these rates to enlarge their hold- 


ings. Jobbers’ prices to the trade remain unchanged. 
Steel Pipe 
Steel pipe continues to move in a moderate volume, 
most of the trade refraining from purchasing until a defi- 
nite need is created. Distributors generally have well 


balanced stocks and prompt deliveries can be obtained on 
all requirements. Prices to the trade remain unchanged 

Enameled Ware 
There is very little change in the enameled ware situa- 
tion. A greater production of ware continues on the Coast 
than can be absorbed in that territory. Purchasing by all 
concerned continues in small lots for actual requirements 
and jobbers’ stocks generally are being held at a minimum 
point. Prices, while varying in the different jobbing cen- 
ters, remain unchanged. 

Pottery 

Sales of pottery are mostly in small lots for immediate 

Most 


care of 


sufficient 
Northern 


requirements. jobbers, however, have 


stocks to take 
California, where staple closets have been selling at only 


early requirements. In 


a small margin over replacement costs, most jobbers ad- 


their out of stock prices on this commodity about 


the 


vanced 


5 per cent during week. 


Plumbers’ Brass Goods 


soth cast and tubular brass goods are in active demand 


and probably show more forward buying than the other 


commodities listed in this report. There is no change in 
the price situation, prices to the trade generally maintain- 


ing a low level 


Range Boilers 
The movement of range boilers is in about the same 
volume as during the last few months. Makers’ prices 
remain unchanged. The last advance by manufacturers 


has not as yet been reflected in jobbers’ prices to the trade 


The Metal Market 


verage Average Average 





Mar. 21 Feb., 1927 Dec., 1926 1926 
PIG IRON— 
No. 2 foundry, Chicago 
Furnace $20.0 20925 $21.00 $21.65 
PLATES AND SHEETS 
Steel boiler plates, Pitts- 
burgh, per Ib 1.85¢ 1.90¢ 1.90¢c 1.89¢ 
slue annealed sheets, 
No. 10, Pittsburgh, per 
lb 2.2% 2.20 2.31 2.400¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib 2.85 aie mY .17¢ 
TIN— 
Straits tin 69%e 
COPPER 
Prime Lake, f. o. b. re- 
a ane 13 %c 
Electro, delivered 13%c 
LEAD— 
Chicago 7.45¢ 
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The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per Ib 
Aluminum eclippings....20 c COE, TNS oss s's-d09.4.0 9%y¢ 
RIE EM G6 -s nen onGewk 65 « Copper, uncrucibled 
Breese, light ...cccorves - 64c is REET bee eee ll e¢ 
Brass, heavy mixed.... 7%c Faucets and valves.... 9 ¢ 
ENE ies ck cag bce 9%4¢ ee) 63, 
Copper, crucible ...... 114c Boleer .JOIMES.... 06k.vvcce ll e¢ 


NOTE: Prices are those quoted on Monday of this week. 


The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 





Par 1927 


Value High Low * Bid Asked Last 


Quotations of March 21, 1927 





25 11914 11044 American Radiator Co., com , A 117 11749 117 
100 135 13314 American Radiator Co., pfd A 135 135 
50 48lg 0 45 Anaconda Copper Mining Co A 46% 47 47 
NP 38% 29 Brunswick-Balke-Collender Co A 29 2934 «29 


A&F 5614 5716 574 
10614 106 


NP 6134 42 
100 107 104 


A. M. Byers Co., com. 
A. M. Byers Co., pfd 


100 120 116 Century Electric Co., com sh, 125 120 
100 106 102 Century Electric Co., pfd + 101 104 102 
50 = 4534 4374 Chicago Nipple Mfg. Co., “A” B 454 4534 4514 
50 =33144”~—C 31 Chicago Nipple Mfg. Co., “B” ...B 334 338% 334 
25 52 49 Crane Company, com C 49 51 501, 
100 11815 117 Crane Company, pfd. C 117% 118 118 
100-89 8415 Detroit Brass & Malleable Works. eee 87 86 
20 2774 2614 Eagle-Picher Lead Co I 27% 27% 2714 
NP 4234 391< Fairbanks, Morse & Co., com A 3934 401g 39% 
100 112 1077, Fairbanks, Morse & Co., pfd. A 110% 111% 1114 
NP 735, 60 Johns-Manville. ; B67 68 67 
100 161 100 Jones & Laughlin, com F 15334 .. 155 
100 120 117 Jones & Laughlin, pfd. F 120 12014 120 
10 19%) «16 Michigan Copper & Brass Co D 18% 19% 19% 
100 19934 160 National Lead Co., com A 194 196 19515 
100 128 11714 National Lead Co., pfd. A 127 128 128 
100 10444 102 Ohio Brass Co., pfd. .. H 104 <ta-0 2k 
NP 8474 77% Ohio Brass Co.,“B”’, H 8 8334 833, 
NP 1234 11% Pacific Steel Boiler Corp. B il 1% 11% 
100 108 10014 Penberthy Injector Co., pfd. D 100 > 1001, 
25 25 24 Pierce, B. & P. Mfg. Corp., com. U 30 25 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd U 98 102 99 
NP 2514 2134 Richmond Radiator Co., com B 24% 2416 2414 
NP 54 46) Richmond Radiator Co., pfd B 33 533% = 53 
100 65 60 Scovill Mfg. Co U 60 60 
295 96 85 Standard San. Mfg. Co., com F 854 86 857< 
100 117 113'4 Standard San. Mfg. Co., pfd ©. Oe ~~ exces 117 
100 Trenton Potteries Co., com U 3 > 47 
100 Trenton Potteries Co., pfd U 95 105 99 
100 22814 202 U.S. Cast Iron P. & F. Co., com A 213 214 21314 
100 115 112 U.S. Cast Iron P. & F. Co., pfd. A 112% 113% 113% 
NP 42 40 U.S. Radiator Corp., com .. re 40 
100 101 100 U.S. Radiator Corp., pfd. . 100 100 
100 67!¢ 5634 U.S. Rubber Co., com A 62 624 624 
JOO 111% 107% ~iU~S. Rubber Co., pfd A 109%4 110 10914 
100 1645, 16314 U.S. Steel Corp., com A 1633, 163144 16314 
100 1305, 129 U. 8. Steel Corp., pfd A 12914 130 130 
NP 27 18 Walworth Company. . A 22 22144 +222 
NP 1534 1444 Williams Oil-O-Matic Htg. Corp C 14 14% 386149 
NP 7 5 Wolff Mfg. Corp C 5& 5% 5 
NP 937, 9514 Youngstown Sheet & Tube Co ...e A 92% 9254 9214 
*Where listed 
4—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stock Exchange 


I—Cineinnati Stock Exchange 
Unlisted Stocks 


D—Detroit Stock Exchange 
F—Boston Stock Exchange U 


Among the appropriations for buildings, made by the 
for the coming two years, are the 
new assembly 


Utah state legislature, 
following: $100,000 for the erection 
hall on the campus of the University of Utah, Salt Lake 
City; addition to Mines and Metallurgical Research build- 
ing at University of Utah, $45,000; construction of gym- 
Branch Agricultural College, Cedar City, 
veterinary clinic building at Utah Agricultural 
$10,000; national guard armory at Brig- 
construction of shop building at state 
$14,000, and for hospital water 


of a 


nasium = at 
$30,000; 
College, Logan, 
ham City, $20,000; 
mental hospital, Provo, 


system, $6,563. 
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Convention Dates 


March 29 and 30, 1927.—The annual convention of the New 
York State Association of Master Plumbers at the Hotel 
McAlpin, New York City. 

March 29 and 30, 1927.—Michigan State Association of 
Plumbing and Heating Dealers, at Flint, with headquarters at 
the Durant Hotel. 

April 5 and 6, 1927.—Annual convention of the Massachu- 
setts State Association of Master Plumbers, Inc., at the New 
Statler Hotel in Boston. The night-before celebration and 
banquet will be held April 4. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

April 7 and 8, 1927.—The annual convention of the Louisi- 
ana-Mississippi Association of Plumbing and Heating Dealers, 
at Gulfport, Miss. 

April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okia., with headquarters at the Severs Hotel. 

April 13, 1927.—Meeting of the Manufacturers Advisory 
Committee on Vitreous China Plumbing Fixtures, at the 
Commerce Building in Washington, D. C. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock, with 
headquarters at Lafayette Hotel. 

April 20 and 21, 1927.—The annual meeting of the Heating 
and Piping Contractors New York State Association, at Syra- 
cuse, N. Y., with headquarters at the Onandaga Hotel. The 
directors will meet the evening of April 19th at the same 
place. 

April 23, 1927.—The thirtieth annual convention of the 
Montana Master Plumbers’ Association, at Boulder Hot 
Springs, Montana, 

April 28 and 29, 1927.—Annual convention of the Georgia 
State Association of Master Plumbers, at Macon, with head- 
quarters at the Hotel Dempsey. 

May 2 and 8, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
eiated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. : 

May 9 and 10, 1927.—-The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 


May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors. 
at Asheville, N. ¢., with headquarters at the Battery Park 
Hotel. 

May 9, 10 and 11, 1927.—Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at the Cos- 
mopolitan Hotel, Denver, Colo. 

May 10, 11 and 12, 1927.—The annual meeting of the Na- 
tional Pipe & Supplies Association, at Pittsburgh, Pa. 

May 16 and 17, 1927.—-The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17 and 18, 1927.—Annual convention of the New Jersey 
State Association of Master Plumbers at the Elks Club, 
Newark, 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 19, 20 and 21, 1927.—The annual eonvention of the 
Oregon Association of Master Plumbers, at Salem, Ore. 

May 23 and 24, 1927.—The annual convention of the Alabama 

-State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Washington 
State Master Plumbers’ Association at a city to be determined 
later. 

June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
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Reliable! 


Like all other products of the Estabrook 
line, the grease trap shown here will prove 
its reliability by satisfactory service. Low 
cost, efficiént and sanitary, it will win the 
lasting approval of your customer. 





Write for full details 


R. ESTABROOK’S SONS 
204 First Ave., So. Boston, Mass. 
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That 
ODUPDLEYO 
Feature 





Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y. (1) 











Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or clase of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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Write for 
Catalog 


Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRON 
323 N. - al tng ag —_ an st. —— 
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at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 


June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 


June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Min- 
neapolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 

June 28, 29 and 30, 1927.—-The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, West Virginia. 

August 9, 10 and 11, 1927.—-The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 


April 2-9, 1927.—-The annual Own Your Home Exposition, at 
the Coliseum in Chicago. 

April 2 to 9, inclusive, 1927.—-Fifth annual “Buy Your Own 
Home” Exposition, at the Twenty-third Regiment armory, 
Brooklyn, N. Y. 


April 9, 1927.—Second annual Bosses Night of New York 
Chapter No. 2, National Association of Plumbing and Heating 
Salesmen, at the Hotel Pennsylvania, New York City. 

April 18, 1927.—Sixth annual dinner dance of the Maryland 
Master Plumbers’ Association, at Hotel Emerson, Baltimore. 
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FRANCIS C. DORSEY RE-ELECTED HEAD OF 
MARYLAND ASSOCIATION 


Francis C. Dorsey was re-elected president of the Mary- 
land Master Plumbers’ Association at the regular meetine 
of that organization March 10. He was given an un- 
usually long and hearty ovation. Mr. Dorsey is the first 
president of the association to succeed himself for a sec- 
ond term, and it is generally recognized that his re-elec- 
tion was a tribute to the great strides forward made in the 
past year under his guidance. 

Mr. Dorsey has begun many projects which, it was felt, 
could best be carried to a successful conclusion under his 
leadership. He was, therefore, re-elected unanimously. 

Most of last year’s officers were also re-elected without 
opposition. Those who were re-elected were: W. Fred 
Groscup, first vice president; John W. Monosmith, second 
vice president; Frank F. Breyer, treasurer; Charles H. 
Frederick, financial secretary; John W. Clark, executive 
secretary, and Patrick Sherry, sergeant-at-arms. Thomas 
J. Thaler, former president of the association, was elected 
recording secretary. Members of the board of directors 
were elected as follows: William F. Myers, chairman; 
William F. Mylander, Samuel BE. Houck, August V. Eidman 
and Allen Beam. 





ORGANIZE NEW MASTER PLUMBERS ASSOCIATION 
AT LA SALLE, N. Y. 

Master plumbers of LaSalle, N. Y., organized an associa- 
tion recently and held their initial meeting in that city. 
Thomas Vanderlip was named president of the organiza- 
tion, Fred King is vice president, and H. F. Cryan is sec- 
retary and treasurer. The new organization will be known 
as the LaSalle Master Plumbers’ Association. A program 
of constructive activities will be undertaken shortly. 





When Users Say It’s Right— 
That’s All There Is to It 


Penberthy Cellar Drainer users are the ones who 
know best what it will do. They will tell you about 
its unfailing operation, its simplicity and the 
amount of money and trouble it has saved them. 


Plumbers who have installed Penberthy Cellar 
Drainers will tell you how easy they are to sell and 
of the substantial profit there is in handling them. 


Write today for full particulars about Pen- 


berthy dealerships that are still available. 


PENBERTHY INJECTOR CO. 


Established 1886 


1260 Holden Ave. 33 


Detroit, Michigan 


Canadian Plant: Windsor, Ont. 








Model 'R 


AUTOMATIC CELLAR DRAINER 
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AMONG MANUFACTURERS, WHOLESALERS AND 












U. S. RADIATOR CORPORATION OPENS NEW PLANT 

The United States Radiator Corporation has opened a 
new assembly plant and warehouse on Avenue E, New 
Rochelle, N. Y. The new structure, which is of brick and 
concrete construction, affords the concern about 40,000 
sq. ft. of floor space. With ample railroad siding at one 
end and loading platforms at two other ends, the building 
is ideally situated and equipped to care for the trade re- 
quirements of Westchester County and as far up the Sound 
as Stamford, Conn. A sales office has also been added to 
this concern’s warehouse at Harrison, N. J. Harry Booth, 
manager of the Metropolitan division, with offices at 101 
Park avenue, New York City, will supervise the operation 
of both plants. 





BERNHARD BOILER CO. OPENS NEW PLANT 

The Bernhard Boiler Co., Ironton, Ohio, recently opened 
its new plant in that city, to which the public was in- 
vited. The working crew was kept on duty the evening 
of the open house, and the process of making boilers was 
explained to the visitors. J. B. Bernhard is president 
and general manager of the company, and A. L. Garford 
of Cleveland, Ohio, is chairman of the board of directors. 


INTERNATIONAL HEATER CO. OPENS BOSTON 
OFFICE 


The International Heater Co., Utica, N. Y., has opened 
an office in Boston, Mass., at Room 35, 27 State street. 
The office will be in charge of D. W. Boynton and J. W. 
Briggs. Automobile truck delivery between Boston and 
the company’s warehouse in Nashua, N. H., has’ been 
established, and assures prompt delivery in the Boston 
territory. 








BLAKE SPECIALTY CO. TAKES OVER USSESA 
SALES CO. 

The Blake Specialty Co., Rock Island, Ill., has recently 
taken over the entire business of the Ussesa Sales Co., 
New York City, and will make that company’s line of 
grease traps in its Rock Island plant. All of its mer- 
chandise and patterns have been shipped to Rock Island. 





REDUCED FARE TO OIL BURNER CONVENTION 

A one-and-one-half fare on the “certificate plan’ is 
available for all persons attending the meeting of the 
American Oil Burner Association to be held at Buffalo, 
N. Y., April 5, 6 and 7, 1927. The reduction applies also 
for dependent members of their families. The arrange- 
ments. will apply from practically all points in the United 
States. 

Tickets at the regular one-way tariff rates for going 
journey may be obtained only on the following dates: 
April 1 to 7, inclusive (except for distant points such as 
California and other points in Trans-Continental Passenger 
Association territory may be purchased from March 26 
to April 5, inclusive, depending upon location). The 
American Oil Burner Association advises ticket buyers to 
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be sure, when purchasing going tickets, to request a 
certificate. Do not make the mistake of asking for a 
“receipt.’”’ Present yourself at the railroad station for 
tickets and certificates at least 30 minutes before de- 
parture of train on which you will begin your journey. 
If the railroad agent has no supply of standard form 
certificates in stock, then take ordinary form or receipt. 

Hotel Statler is the convention headquarters. It is 
planned to have a general session on the afternoon and 
evening of the first day, at which speakers of national 
and international reputation will talk on topics of joint 
interest. On the second day a dealer session will treat 
problems of organization and management while the 
manufacturer’s group discusses engineering and produc- 
tion. Sales and service will be the subject of both ses- 
sions on the third day though the meetings will be held 
separately and discussion will be from the two different 
viewpoints. 





PLUMBING SUPPLY HOUSES CO-OPERATE WITH GAS 
COMPANY IN DISPLAYING FIXTURES 


Plumbing supply houses of Baltimore, Md., have made 
a valuable tie-up with the Consolidated Gas, Electric Light 
& Power Co., for publicity purposes. In order to adver- 
tise industrial gas, the gas company has devoted one of its 
showrooms in the Lexington building to displays in co- 
operation with various plants which use it. There were 
exhibits from the Standard Gas Equipment Corporation, 
Baltimore plant; the Jones Hollow Ware Co., and the 
Porcelain Enamel and Manufacturing Co. 

There were photographs of industrial gas equipment at 
these plants, displays of plumbing and heating fixtures of 
many kinds, and displays of raw materials used in making 
such fixtures. Placards announced that the Baltimore 
manufacturers of porcelain and enamel ware use 180 mil- 
lion cubic ft. of industrial gas a year. ‘‘Gas,’’ one placard 
said, “‘is the ideal fuel, and contributes substantial econo- 
mies to the porcelain and enamel industry.’’ The show- 
room is located on Park avenue near Lexington street, in 
the heart of the shopping district, and is attracting much 
attention. 





MILWAUKEE HOME SHOW BIGGEST IN CITY’S 
HISTORY 

The heating and plumbing business was represented at 
the fifth annual Home Show held in Milwaukee, March 19 
to 26, by a number of exhibitors who contracted for space. 
The Home Show this year was the largest, in number of 
exhibitors, as the entire Milwaukee auditorium was util- 
ized, and every bit of available space was sold, which is 
the first time in the history of the auditorium that it 
has ever been used entirely for a single project or ex- 
position. 

One of the features at the show this year was the 
model home built on the stage of the main floor. This 
home was of English architecture and was completely 
furnished by exhibitors. Plans of it were sold to those 
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desiring to build similar homes and estimates on the cost 
of construction were furnished. 

Another attraction was a series of lectures delivered 
on home owning and home construction, and the speakers 
for these lectures were headed by Ross Crane of Chicago. 
Their talks, which were given three times each day, were 
broadcast from one of the halls of the auditorium. 

The Kohler Co. of Kohler, Wis., headed the list of ex- 
hibitors in the plumbing section and showed a complete 
line of plumbing fixtures. The Duro Co, had a large 
exhibit of its pumps and water softeners. Furnaces were 
displayed by the R. J. Schwab & Sons Co., Fuller-Warren 
Co., the L. J. Mueller Furnace Co., and John Droegkamp 
Co. The EverHot Heater Sales Co., and the Butters- 
Fetting Co., exhibited water heaters. 

Oil burners were shown by the Milwaukee Tank Works, 
Meadows Heating Co., Speich Co., Pascoe Oil Burner Co., 
Rotary Co., Automatic Burner Co, of Wisconsin, Oil Heat- 
ing Sales Co., B. K. Inglis Co., Combination Fuel Oil 
Burner Co., De Luxe Nu-Way Heating Co., Aladdin Auto- 
matic Oil Burner Co., Harney Appliances, Noerenberg- 
Marien Co., Bon Heating and Engineering Co., Kraase’s, 
Inc., and Emil M. Langers Agency. , 





WILLIAM E. KREUGER HEADS NEW JERSEY SALES- 
MEN’S ORGANIZATION 

William E. Kreuger of Hart & Crouse Co., Utica, N. Y., 
was elected president of the New Jersey Chapter No. 1, 
National Association of Plumbing and Heating Salesmen, 
at the meeting held by the organization Friday evening, 
March 4, at Achtel Stetter’s restaurant, Newark. Mr. 
Kreuger, who has been secretary, was named without op- 
position, after the nominating committee, Messrs. Boyd, 
Swenson and Blauman, had brought in his name. 

E. M. Robinson, Northern New Jersey representative for 
H. Romeyn Smith, Inc., New York City, was named vice 
president, the election being made unanimous. A. W. 
Smith of Skinner Bros. was elected secretary and Ray 
Condit of the National Radiator Co. was re-elected treas- 
urer. ‘ 

The election of delegates to the national convention 
was also on the program, the body selecting Mr. Kreuger, 
William E. Cooper of New Jersey Brass and Tool Co., Ray 
Jones of Kennedy Valve Mfg. Co., and L. R. Jacobus of 
Pierce, Butler & Pierce Mfg. Corp. as delegates, and Ed- 
ward J. Bredehoft of W. A. Russell Co., retiring President 
W. E. Carmichael, Harry Blauman of Best Mfg. Co. and 
E. J. Bender as alternates. George Taylor and C. H. 
Weaver acted as tellers. ? 

In accordance with the by-laws, 
appointed William Cooper, Frank McCarthy 


President Carmichael 
and F. R. 
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Nichols as an auditing committee to examine the books of 
Treasurer Condit, and also, after some discussion, a com- 
mittee to investigate the securing of another meeting 
place. The personnel of the latter committee is made up 
of L. R. Jacobus, E. J. Bender, Edward Wynne, William 
Cooper, Walter Johnson and Ray Condit. 

The regular order of business over, the president called 
on National Secretary William F. Weber of New York 
City, who spoke briefly, and Jack Flemm, vice president 
of the New York City chapter, who talked about the New 
York association’s Bosses Night, to be held April 9. 

The elections were held a month earlier this year, in 
order to make it possible to have an open meeting in April. 
For that meeting, the first Friday night in April, the en- 
tertainment committee has secured one of the ventilating 
engineers who had charge of that work on the new Hol- 
land vehicular tunnel between New York and New Jersey, 
and it is thought that non-members, including contractors 
and employers, will be interested in hearing a talk on this 
absorbing subject. 

Four new members were elected. They are George C. 
Mabee of the Hoffman Heater Co., J. S. Witemeyer, Jr.., 
of Johns-Manvillle Corp., Robert M. Fielder of Trenton 
Potteries Co., and Raymond Clarke of Bogota Supply Co. 





STILWELL ADDRESSES PHILADELPHIA 
SALESMEN 

Harry L. Stilwell of the Philadelphia Master Plumbers’ 
Association was the feature speaker at the regular 
monthly meeting of the Plumbsteam Club of Philadel- 
phia, which was held at the Elks Club in that city on Fri- 
day evening, March 11. A good crowd turned out to hear 
Mr. Stilwell’s message on the plumber’s point of view 
concerning the jobber salesman. In opening his address 
he lauded the work of the club and stated he felt its pur- 
poses and aims were very beneficial to the industry. He 
spoke on the co-operation between the salesmen and the 
master plumbers and gave some good concrete informa- 
tion to the salesmen that should help them in their daily 
work. He went into the various phases of selling as he 
saw it and offered his opinions and ideas to show the 
members what the plumbers’ problems were and how the 
salesmen could assist them. The address was received 
with great interest and a general round table discussion 
among the members followed, with Mr. Stilwell in the 
chair answering the questions. 

Geo. M. Hicks of the Philadelphia Master Plumbers’ As- 
sociation was also present and addressed the members. 
Mr. Hicks told of the itinerary of the Philampa Club of 
the Philadelphia Master Plumbers’ Association to Minne- 
apolis, Minn., the scene of the next convention of the Na- 
tional Association of Master Plumbers, 


HARRY L. 








Group of salesmen attending the recent annual convention of the Williams-Oil- 
O-Matic Heating Corporation in Bloomington, Illinois 


and expressed a hope that their party 
will include as many of the members 
of the club as will be able to attend 
the convention. Several of the mem- 
bers indicated that they expected to 
join the Philadelphia plumbers’ party 
next June. 

The regular business meeting was 
held after a good dinner, with Presi- 
dent J. E. Willits in the chair. The 
various committee reports were heard 
and accepted, and the treasurer’s re- 
port showed a good balance on hand. 
Several applications for membership 
were received. 

A vote of thanks was extended to 
the entertainment committee for their 
tireless efforts for the success of the 
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Ladies’ Night recently held by the club. As usual, one 
of the features of the evening was the entertainment, 
which was thoroughly enjoyed. 
NATIONAL LEAD CO. TO INCREASE CAPITAL STOCK 
Directors of the National Lead Co. of New York City 
voted last week to increase the capitalization from $50,- 
000,000 to $100,000,000. The new capitalization would 
consist of $25,000,000 of 7 per cent class A preferred, 
$25,000,000 of 6 per cent class B preferred, and $50,000,- 
000. common stock. The present capitalization is $25,- 
000,000 of 7 per cent preferred and $25,000,000 of com- 
mon. Stockholders will vote on the plan on April 21. 
The company’s surplus now stands around $33,000,000. 
While the size of the contemplated stock dividend was not 
announced, it was reported it would be 50 per cent, di- 
vided equally between 6 per cent preferred and common 
stock. This would capitalize about $23,000,000 of surplus. 





CHARLES J. WEBB & CO. BUY KEYSTONE CANVAS 
GOODS Co. 

The entire business of the Keystone Canvas Goods Co. 
of Philadelphia has been taken over by Charles J. Webb 
& Co., also of that city, and is now included in the textile 
division of the latter company. This division will handle, 
among other specialties, shower curtains in a large variety 
of colors and materials. 





RICHMOND RADIATOR CO. SALES FORCE HOLDS 
CONFERENCE 

The entire selling force of the Richmond Radiator Co. 
was present at a sales conference held March 9, 10 and 
11, in the executive offices, 1480 Broadway, New York 
City. Incluged in the program were addresses by W. G. 
Langford, president of the Richmond Radiator Co.; A. H. 
Schroth, vice president; F. E. Drew, sales manager of the 
boiler and radiator department; E. A. Schwerdtle, sales 
manager of the enameled ware department, and P. M. 
Gaskin, head of the credit department. Many constructive 
ideas were discussed by the conferees. 





THE CENTRAL TRADES GOLF ASSOCIATION PLANS 
BIG MEET 

The Central Trades Golf Association held its annual 
meeting at the Pittsburgh Athletic Association in Pitts- 
burgh, Pa., Friday evening, March 11, at which time plans 
were discussed to hold a golf tournament Wednesday after- 
noon, May 11. The association has secured one of the 
finest golf clubs in the Pittsburgh district for this meeting, 
and all secretaries of golf associations, as well as other 
individual members, who are planning to attend the Pipe 
and Supply Meeting, are invited to attend. 

The secretaries of the various golf associations, as well 
as individuals who will be interested in playing at this 
meeting, are requested to get in touch with R. Payne 
Wettstein, secretary, 604 Chamber of Commerce building, 
Pittsburgh, Pa., for further details so that proper arrange- 
ments can be made for them. 

The officers elected for 1927 are: President, R. W. 
Tener, Bailey-Farrell Mfg. Co.; vice president, Mack 
Snively, Snively Plumbing Co.; secretary-treasurer, R. 
Payne Wettstein, ‘“‘Domestic Engineering.’’ 

The following committees were appointed: Membership, 
Wm. B. Bryar, chairman; Carl Gauerman, Dazzy Vance. 
Handicap and prize committee, Dazzy Vance, chairman; 
Robert Ottke, C. C. Adams. 

The following committees were appointed to look after 
the golf meet to be held during the meeting of the Na- 


(Continued on Page 73) 
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Powers Shower 
Mixers 


Safety At last a mixing valve has been invented which 

will regulate the shower and keep the temperature 
of the water where it is wanted. No chance of getting scalded. 
No slipping and falling on wet tile floors while trying to escape 
a sudden change in the temperature of the water. 


Comfort No waste of time trying to get water at the 


right temperature. When the handle of a 
Powers Shower Mixer is turned to WARM, the water does not 
run hot one minute, and cold the next. It remains where it is 
wanted till the position of the handle is changed. 


Powers mixers save hot and cold water. 
Economy ;;“< 


They preventsteamed-up-bathrooms, which 
loosen paint and plaster; and they reduce repair expense, be- 
cause they have no valve seat washers on hot water inlet to 
wear out and need frequent replacement. 


Free Book Names of hundreds of users who have 


brought their showers up-to-date with 
Powers Mixers appear in our new 20-page book. It contains 
valuable information on showers—information that has 
money-making possibilities for Master Plumbers. 


The Powers Regulator Co. 
2716 Greenview Ave. CHICAGO 





36 Years of Specialization 
in Automatic Temperature 
Control—Offices in 36 cities 
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GOLD 
MEDAL AWARD 
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RICAN INDEPENDENCE 
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di stribution during the early pert o2 the coming 
year. 
vours very truly. 
ie i 
7 QOr~ LY) + Lyne 
—a.*¢, Simms, 
EXECUTIVE JuRY OF AMAPDS. 


Priladeiplia, 


November 22 1926. 

















M nti MES NG “EIRIING 
Oo! Do 
I 
C ENGIN NG when 1 d 
@ 1 MEST EERI h wt ting a vertiser 
Ss. 











March 26, 1927 


DOMESTIC ENGINEERING 71 





= peti International Exposition, Philadelphia, 1926 


PAIERO radiators, first introduced about five years ago, have com- 
@ pletely revolutionized the manufacture of cast-iron radiators. 
Today manufacturers are scrapping millions of dollars 
worth of patterns and equipment in an effort to produce a 
radiator similar in type. 

Imitation is perhaps the greatest testimonial which can be given to 
any product and the rapid standardization of all radiator manufacturers on 
the Aero type radiator is a striking evidence of its beauty and superiority 
over all other radiators. 

The Aero Radiator, made in four patterns—Three, Four, Five and 
Seven Column—and eighteen heights was the first complete line of new 
type radiators placed upon the market. Today millions of feet are warm- 
ing buildings of all types and character throughout the United States, 
Canada and Foreign Countries. 

Artistically designed, with slender, graceful lines and beautiful pro- 
portions, this radiator has become the radiator vogue. Radiators, similar 
in appearance, have oftimes been designated as radiators of the Aero type, 
emphasizing the degree of popularity which Aero Radiators have achieved 
during the past five years. 


The Aero is the only complete line of new type cast-iron radiators that 





has been thoroughly tried on actual heating installations of every character. 
Millions of feet, a large proportion in operation during four winters, have 
proven the National Radiator Company Engineer’s mechanical design and 
claims for efficiency. Hundreds of the largest buildings constructed during 
the past five years are being warmed thoroughly with Aero Radiators. 

It is the only proven line of new type radiators on the market. It is 
a line of radiators in which there is no doubt regarding its mechanical 
perfection and one from which you are assured no trouble will be 
experienced under actual operation. 

Aero Radiators are rated based upon tests made by Cornell University 
at Ithaca, N.Y. No attempt has been made to follow the old standards of 
sizes with graduated steps in rating for convenience in figuring radiating 
surface. Each height in each pattern was tested separately and each has 
been rated at what it actually developed under the most careful tests. 

The Executive Jury of Awards of the Sesquicentennial by awarding 
the Gold Medal to Aero Radiators have confirmed the many statements 
of prominent Architects, Heating Engineers and Owners that the Aero 
Radiator excells all others in beauty of design and adaptability to every 
building requirement. 

Write for literature 


Nationac Raoiator Company 
JOHNSTOWN, PA 
New York, Philadelphia, Baltrmore, Washington, Richmond, Pittsburgh, Cincinnati, Cleveland, Chicago 


= Sy) 


il 


I 



































Mention Domestic ENGINEERING when writing advertisers. 


te 
- 





eee se apemteahiagsep ; 











DOMESTIC ENGINEERING 





March 26, 1927 





1900 Prairie Avenue 












Give “The Story of the Bath” 
to Kiwants, L10ns, ‘Rotary (tubs 


let— which has done so much to 

place the master plumber in a new 
light in the public eye—at meetings of 
the service clubs. They are on the look- 
out for material of this kind, inasmuch 
as their interest is in building up all 
branches of industry in the community. 
Spread the gospel of greater health 
through more frequent bathing among 
the men who are leaders in your 
community. They’ll broadcast it. 


i TE this interesting book- 


Write for a free copy of “The Story of the Bath” 
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tional Pipe & Supplies Association: Entertainment com- 
mittee, Robert Ottke,- chairman; C. S. Pitkin, Shirley 
Mitchell. Automobile committee, Wm. B. Bryar, P. Snel- 
sire, Carl Gauerman, Edward Kunde, Jack Leahy. It was 
decided to hold the first meeting of the association at the 
Edgewater Country Club the third week of April. 

The secretary’s report showed that the association had 
grown considerably since its organization in 1925 and that 
the average attendance in 1926 had increased to 75 per 
cent. The-treasurer’s book shows a substantial balance in 
the treasury. It was decided to try to hold a joint meet- 
ing between the Buffalo, Cleveland and Pittsburgh asso- 
ciations at Cambridge Springs on Friday, June 24. 





PLUMBING JOBBERS BOWLING LEAGUE OF DETROIT 
ISSUES AVERAGES 

Individual and team averages for the games already 
rolled have been issued by the secretary of the Plumbing 
Jobbers Bowling League of Detroit, Mich. MacDougal, 
with an average of 185 31/59 is leading the individuals, 
and Petrick with a 179 26/33 average is in second place. 
With 45 games won and 18 lost, the Kimball-Eisenberg 
team has a commanding lead over the majority of the 
teams in the league, although the Crane Co. aggregation 
is only three full games behind first place. 


Team Standings 





W L. Pct. 
1—Kimball-Eisenberg .................. 45 18 714 
BS Ni a soy Ss 8k ss he dahil Biwro tore vs 42 21 666 
ee | ER a a 41 22 651 
ee | op) OL. A ee a re 30 507 
Dray W. BOMB. ics c cise sive cess 31 32 492 
Standard Sanitary Mfg. Co............ 3 32 492 
T——"TAVIOL BUPMIG COa.. vc oks-c cc cece asa 22 41 349 
8—National Assn. Plumbing Salesmen... 7 56 111 
Individual Averages 
MacDougal ........ 185 31/59 RNS od otk oped ere 153 7/9 
at ys. i 179 26/33 re ..153 4/15 
Miptchho. 2.05.08 178 8/15 PT oc e.éck-o dle 6 ae 151 9/35 
AMGTOW .ncncneaacs 177 15/58 SE es Shaka we 149 17/48 
55 sa vee sawed 173 1/63 Ol) ar 148 7/9 
OL) ee er 172 13/45 WORIOTE ook cnieuad 148 3/18 
TRAP OITO 26s eck eens 170 21/31 FEIMBMOAN 20.0584 148 13/18 
BEE 45555 52055008 167 53/63 og ee 146 43/48 
TRGIDPOOK 6 occ ocas 166 19/30 yi ree 144 4/9 
DMN 5k Ga io wales 166 1/14 FROUBOS cick li ccees 144 1/6 
Re GSAS vAwKee 165 4/9 RE aoe wk ee 144 
Broadbrooks ...... 164 2/19 Beet, 2. Fos cccawse 142 7/15 
McKinff®n ......... 164 13/27 BRBIOD otuxgeee ne 141 2/17 
retest 6s os oe ee 163 40/57 Pe eee 140 32/43 
TOON 54-305 Ka eae 163 34/61 Feely, Frank «os 140 47/59 
PED. cccadvecsue 163 4/9 WE 6 63s a éeeenee 139 13/20 
OE re rey 162 19/20 sis 4.5. diana a 138 5/6 
CO eer rr 161 53/63 WHORE cine sos a wie 138 5/8 
Ur es 161 2/3 Shandnessy ....... sor 61 
| 161 4/17 BEONOOR. 6 4s8cirund 135 11/12 
Duschendorf ...... 160 53/54 ct Se een 135 3/5 
a 160 55/63 i gs | ae 135 1/14 
eo 159 23/54 PP Cee 135 
CMI. b.bascervuns 159 1/4 eae See 134 35/38 
Blackburn ......:. 159 1/9 Feely, Fred ....... 130 2/10 
are ee eee 156 19/21 re re 129 2/3 
a 154 8/11 Shreidaro ......... 128 2/3 
APINGCTONE 3.46 6:00 154 8/17 Mr a 126 27/56 
MAMION. 5 6cbnnamees 153 5/7 yee to) oC) ie 120 
HOPUANG: 665565000 153 7/9 W O00 Sr ctasakeces 116 2/3 





BALTIMORE WHOLESALE BOWLING LEAGUE TEAMS 
IN CLOSE RACE FOR LEADERSHIP 

The H. E. Crook Company team of the Baltimore Whole- 
sale Supply Bowling League has gone into a long lead at 
the end of eighteen games, with only two lost games 
chalked up against it. There is still plenty of time for 
the team to slip, however, and the Standard Sanitary 
Manufacturing Company Factory team is going at a fast 
pace. Four other teams are close behind and will have 
to be reckoned with at the final spurt. It is significant 
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MORE KITCHENS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 


profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 


Cc io! & Cc A G 0 The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
FAUCETS “=« 










POWER 
PUMPS 


Water is just as essential i in a manufacturing 
lant, a mill, mine or factory as it is in the 
Rome or on the form, but larger consumption 
ti and sanitary uses 








necessitates employing power pumps _ greater Guale. 

MYERS POWER PUMPS have iong been known for their simplicity of construc- 

tion, installation and operation, and uniformity of service, and now that the self- 

oiling, enclosed working parts and other late agg have been added, they head 
Bet for safety, cconenty., and dependability. As a quantity user of water, 

Pumps like the MYERS hold many sales ilities for you of improving your 
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pes on a ng en ap ited. Catalog on request. 
The F.E- MYERS & BRO.CO.Ashland Ohio 


— ASHLAND PUMP AND HAY TOOL WORKS-—— 









GEORGE F. KOONS 
Contracting Plumber of 
7412 Fifth Avenue 
Brooklyn, New York 

Says: 

“I prefer to install Ever- 
Hot’s because of their excel- 
lent service and efficiency. 
EverHot’s mean satisfied 
builders and customers.” 


(verHlot Heater Co. 


Detroit, Mcmgen 
, 4 i: aie 
Ss id 4 , $ 
Canada 








Burks 
Super Turbine 
Pumps 


TROUBLE- PROOF 


Year after year, dependable, efficient, care-free 
service on Decatur Home Water Systems. 
Think what this means to your customers in 
satisfactory performance and to you in the 
elimination of expensive and troublesome ser- 
vice calls—you keep the profits. 


Information on other important features of [|] 
the Burks Super Turbine gladly furnished 
upon request. 
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DECATUR PUMP COMPANY 
632 E. Cerro,Gordo Street 
DECATUR 38 33 ILLINOIS 
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that the second place team has knocked over 94 pins more 
in all than the leading team, while Crane Company Num- 
ber 1 team, in sixth place, is only three pins behind the 
leaders. The bowlers are looking forward eagerly to next 
Friday evening, when the H. E. Crook Company team 
will engage the Standard Sanitary Manufacturing Com- 
pany Factory team in battle for the lead. Scores of the 
teams are as follows: 





Team Won Lost Pet. 
Sy es Es 08S o's n aoe Ss Nw SES Seekers 16 ra .888 
Standard Sanitary Mfg. Co. (Factory).... 14 4 777 
ee ee GOP. kccvccusdccseonenres 13 5 -722 
James Bobertaom Bie. Co... . .<cc0sccvses 12 6 -666 
Be Wer SE Ge BID io ocd cece an cccewescuces 12 6 -666 
Te Be I, Baée ns ck nc revved eee be 66a Ku 12 6 .666 
SE NT GID icc cba cn sn tictnacwuwes 11 7 611 
Standard Sanitary Mfg. Co. (Office)....... 11 7 -611 
SI ON SEs is niko bike ee eek aden sen ee ee 4 5 .444 
oe NS Oe 5 13 277 
Eastern Sanitary Supply Co.............. 5 13 -277 
Baltimore Plumbing Supply Co........... 4 14 222 
(Re a Ce be a ee 4 14 .222 
een GE BE, BOB ies cece wccvdeccbccs 1 17 .055 

High Team, One Game 
Standard Sanitary Mfg. Co. (Factory) ........crcsccccvee 539 
High Team, Three Games 
Dteangard Sanitary Bite. Co. CHC) «2. cc ccccesuswcccse 1,572 
High Individual Average 
Darvinwer, Bowthern DEPP Go. .ocv ccc Kdesccccsesveccwce 111.6 
ee Gey Oe: MIO, IDK GS bw dab Sw ONSEN Soak e aber dee sense 106.8 
eeter: Dae; BROW OTIRON BITE: C0 6 ois cece ciciccicsccceswes 106.1 
Lentz, Standard Sanitary Mfg. Co. (Factory)............ 104.2 
THE STANDING IN THE BOWLING CLUB OF NEW 


JERSEY CHAPTER NO. 1, N. A. P. H. S. 
The bowling of the members of the bowling club of the 
New Jersey Chapter No. 1, National Association of Plumb- 
ing and Heating Salesmen, during February was featured 
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by the work of Otto Hebeler, who took an undisputed hold 
of second place away from W. E. Carmichael, with whom 
he was tied at the beginning of the month. Incidentally, 
Hebeler improved his average six pins per game, while 
Carmichael was losing a pin per ten frames. He is now 
only two pins below the average of W. H. Oleson, league 
leader. 

Several other upsets occurred during the month, notable 
among these being the climbs made by H. A. Underwood 
and William Cooper, who pulled into fifth and sixth places, 
Edward W. Robinson being the victim. Otherwise, the 
standing of the 22 players who have rolled shows little 
change. 

The standing, including the games February 28: 


Player Games Pins Average 
DE. casavtbtvréereanen es 58 8,525 147 
PR Gacuwe ce var seman 44 6,369 145 
W. E. Carmichael......... 95 13,147 138 
K. T. Carmichael... ....... 14 1,797 127 
Ep an. er 60 7,559 126 
ae ae rere 3,951 123 
Pee TTT Te eee 98 12,821 121 
ee a eee 93 11,187 120 
Ly a a's wine bin Gn ws wo 25 2,804 112 
ER. Bie hols 6 hss Ais eo we 16 1,793 112 
PED: 6s ce dw Bie a wee 9 1,011 112 
DEE 2 sn veses owe ee es sat 18 1,793 100 
ee Pree eee ee 41 3,882 94 
RE Soden esd eed ean tases 2 306 153 
WUPMEMEOE | 65w 40 e40.0:4'4 40908 4 603 151 
TN sh veteces wee selene q 568 142 
TE. Scdbtades ean eas ace 4 564 141 
CEs SE. wat auwa essa dvies 1 121 121 
PRDEEAY. 6b eda oa ee oy va ss 2 268 134 
ATMA. cK dS sec ovande ee 2 215 107 
PEE. Ske nceusnedaw es 3 309 103 
RE I SERENE SEe Spee ee 8 820 102 


*Has rolled less than three series. 





Quick 
Selling 


Sno-Wite Bath Room Fix- 
tures will sell quickly on their 
appearance alone and back 
of that appearance is a guar- 
antee of quality. 








Sno-Wite fixtures will not 


Every Sno-Wite article is a 








chip, break or discolor during the guarantee period of ten years and they’ll probably 
go longer than that before showing even the slightest signs of use. 
* 


‘“‘repeater’—there are no shelf-warmers. 
packed in attractive, substantial cartons for convenience in handling and display. 


ao American Enameled Products Company 
Sls AAT CHICAGO, 
125 E. 46th STREET, NEW YORK, N. Y. 





All goods are 
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This Catalog saves 
and Increases Profits 


HE NEW DEMING CATALOG is truly a masterpiece 
of scientific listing, illustrating and description. At 
last you have available a catalog that instantly gives 
you all the data necessary to estimate and answer every 


pump question. 


By having the information desired instantly at your 
finger tips you save time—which is money. By having all 
the data costly omissions are avoided and money saved. 


Send today for your copy of this newest and best Dem- 
ing Catalog and let it prove its ability to make some money 
for you. 


Clip NOW! 










The Deming Co., Salem, Ohio 
Please send me Deming Catalogue No. 27 


i i.) ss Uda idan Boek Rheee eakeROs veeees 
HANO ANO POWER PUMPS FOR ALL USES 
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Mention Domestic ENGINEERING when writing advertisers. 
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A Real Test — — — 


257 Pounds of 
Big Man Using an 
I & M Handle 
as a “Lift” 





An=-— 









































Here’s the Handle 

















1501 BEARD AVENUE DETROIT, MICHIGAN 

R. C. WILSON, R. C. WILSON, REPRESENTATIVES =, . = hg P. C. ABBOTT CO. 
5 East 42nd Street, 121 N. Broad Street, . C. Smit Re : 

New York City Philadelphia, Pa. JORGHNSEA Seattle, Wash. Richmond, Va. 

L. T. DELAVIGNE Hotel Sherman, 

R. C, WILSON, Michigan and Ohio Chicago, Ill. WM P. HORN CO. w. F. HARPER, 

261 Franklin Street, Representative WM. P. HORN CO. Wilcox Bidg., 4221 Lindell Avenue, 
Boston, Mass Detroit, Mich. Rialto Bidg. Los Angeles, Calif. St. Louis, Mo. 


San Francisco, Calif. 
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NEWARK WHOLESALER BROADCASTS DANCE 
PROGRAM 

The Rogers-Ebert Co., of Orange, N. J., has branched 
out into a new field of advertising and is helping spread 
the gospel of sanitation in that part of the country through 
the medium of radio. Acting in co-operation with the 
Chamber of Commerce of the Oranges, that firm is spon- 
soring an hour of dance music every Wednesday evening, 
which is broadcast at the dinner hour. 


L. H. QUACKENBOSS CALLED BY DEATH 

Louis H. Quackenboss, for 
more than twenty years iden- 
tified with the sales force of 
Warren Webster & Co., Cam- 
den, N. J., died at his home 
in Bayside, L. I., on March 14, 
following an attack of pneu- 
monia with other complica- 





a little more than a week. 
Mr. Quackenboss was most 
popular within his wide ac- 
quaintanceship throughout 
the heating industry in the 
eastern part of the country. 
In addition he was prominent 
in eastern Masonic circles, 
being a 32nd degree Mason 
L. H. Quackenboss and having served as Mas- 
ter of Commonwealth Lodge. 
Funeral services were held on the evening of March 16 in 
the Masonic Temple, Bayside, L. I., and interment took 
place in Quaker Cemetery, Philadelphia, on March 17. 
Mr. Quackenboss is survived by his wife. ‘ 














ELABORATE DISPLAYS FEATURE NEW YORK 
ARCHITECTS’ SHOW 

Beautiful settings distinguished the booths which fea- 
tured plumbing and heating materials at the annual Archi- 
tects’ Show, held in New York City, February 21 to March 
5. Many of the manufacturers who exhibited had spent 
hundreds of dollars in preparing booths where their prod- 
ucts could be set off to the best advantage, in competition 
with the many articles of art that are shown at an expo- 
sition of this kind. The result was evident in the interest 
shown by the general public in the displays of sanitary 
and heating goods, the booths devoted to these fields easily 
holding their own with other industries in the amount of 


interest attracted. 

The Standard Sanitary Mfg. Co., Pittsburgh, had di- 
vided its space into four rooms, each being devoted to a 
special display. One miniature bathroom showed a recess 
tub with shower, a separate toilet room, with shower cur- 
tains for privacy, and a vitreous china lavatory. Another 
room was equipped with toilet and lavatory and showed 
the small space necessary for an arrangement af this kind. 
A third large room had a recess tub, a separate shower 
room, dressing table, and the like. Accessories used were 
made by Jos. A. Hoegger, Inc., Jersey City, N. J., and the 
shower stall door was manufactured by Charles F. Biele 
& Sons Co., New York City. 

Three rooms had also been fitted up by the United 
States Rubber Co. with an exhibit devoted primarily to 
the company’s rubber tile flooring. One of the compart- 
ments was a miniature kitchen, the second a complete 
bathroom, and the third a sun porch. The company had 


also installed one of its hard rubber seats in color on the | 
toilet in the bathroom. Fixtures made by Crane Co., Chi- | 


tions from which he suffered + 
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No. 5—%-inch Compound Injector. Patented 
in U. 8., Canada and Foreign Countries. 


Dehn’s Automatic Water Softening and Scale 
Removing Devices will overcome the accumula- 
tions of all sediments and minerals in range coils, 
water backs, furnaces, heaters, tanks, boilers 
and wherever these difficulties are met with. 


Write for catalog today 


COMPOUND INJECTOR & SPECIALTY CO. 
419-421 D No. LARAMIE AVE., CHICAGO, ILL., U. S. A. 


Originators, designers and sole manufacturers of 
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cago, were used and Hoegger accessories were also em- 
ployed in this booth. 

The American Radiator Co., Buffalo, N. Y., used a large 
portion of its booth to equip a cozy looking living room, 
which served as a setting for a radiator of the recess 
type, this being colored to blend well with the decorations 
of the room. A second smaller room was utilized to show 
more conventional types of radiation. 

The Fee & Mason Mfg. Co., Inc., New York City, and 
Behrer & Co., Inc., New York City, had divided.a booth 
to show each company’s products, an effective arrange- 
ment, as the two lines go well together. The former com- 
pany had various types of basin, sink and toilet brackets 
on exhibit, while water closets formed the bulk of the 
Behrer exhibit. 

Due to an effective grouping, every product shown by 
the Thatcher Co., Newark, N. J., stood out in bold relief. 
Among the articles featured by this company were boilers, 
gas ranges, furnaces and water heaters. Jenkins Bros., 
New York City, had prepared a Colonial room as a set- 
ting, a recess off this proving excellent for the display of 
valves and fittings. 

A bungalow type home disclosed, when one entered the 
interior, that it was the exhibit of Johns-Manville Corp., 
New York City. This company had a large proportion of 
its various types of insulating and fireproof materials on 
display, including a case of pipe coverings. In the near 
neighborhood were two showings of electric refrigerators, 
the Frigidaire and the Servel. 

Boilers again became the center of interest in the booth 
of Richardson & Boynton, New York City. This company 
not only had the conventional type of coal fired boiler, but 
also one equipped for burning gas. In addition, the com- 
pany showed a combination of gas and coal range, a water 
heater, and a furnace. Nearby another gas range was 
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exhibited, that made by the A. B. Stove Co., Battle Creek, 
Mich. 

The Minneapolis Heat Regulator Co., Minneapolis, 
Minn., used an imitation living room as the background 
for its products. On the back wall, a display board of 
heat regulators had been fixed, and other models had been 
placed where visitors could easily examine them. 

Expansion bolts and screw anchors proved to be the 
chief display at the booth of Ackerman-Johnson Co., Chi- 
cago, a somewhat similar booth being maintained by the 
Rawlplug Co., New York City. The latter concern had a 
heavy weight attached to some of its plugs inserted in 
glass, the display showing the plugs’ holding power. 

The Walker Dishwashing Corp., Syracuse, N. Y., showed 
its line of labor saving machines, one being built-in in 
excellent cabinet work, while other types were left open 
for easy inspection. A nearby. booth again called atten- 
tion to gas ranges, the display being of Andes ranges. 

The fin type of radiation was the mecca of those inter- 
ested in this kind of heating at the booth of the Metal 
Stamping Co., Long Island City, N. Y. This company also 
showed a line of radiator enclosures and heating units. 

The Duriron Co., Inc., based its exhibit on, pipe manu- 
factured by that company. At this booth, too, automatic 
sanitary urinal flushes, made by the Foskett Brown Mfg. 
Co., Nashville, Tenn., were on exhibit. 

Shown as parts of other exhibits were products made 
by the Cleveland Heater Co., Cleveland, O.; The Kompak 
Co., New Brunswick, N. J.; the Home Incinerator Co., 
Milwaukee, Wis., and the Puritan Cabinet Dryer Co., Cin- 
cinnati, O. 





The Douthit Construction Co., 2003 Smith street, Hous- 
ton, Texas, has been awarded the general contract for the 
new seven-story hotel to be erected at Breckenridge, Texas. 
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verre? Nite-On Cement 














Wherever leaks appear, in Water—-Steam— Gas 
—Oil—or Ammonia lines, you need Tuttle’s Tite- 
On Metal Cement. 


No need to pull your line down—all you need is 
a can of Tuttle’s Tite-On Metal Cement and a 


A Use for Tite-On 
Every Day 


WHITE TITE-ON CEMENT 


Repairs Chipped or Cracked 


Bath Tubs -China Fixtures . 
Lavatories Enamel Ware torch to harden it, and you have a permanent 
Closet Bowls Vitreous Ware 


Kitchen Sinks repair. 


Fills cracks between the bath tub and wall. Has no 
equal for setting china handles. Used to fill in cracks 


Tiles 





in tile floors and walls or around base of lavatory and 
closet bowl or as caulking between urinal sections. 


THREE SHADES: White, Blue White, Cream White 


GRAY TITE-ON CEMENT 


It stands expansion, contraction, and vibration, 
and always does a real job. 


Quick-Set Cement is designed to set china han- 


dies and mend broken parts in vitreous ware. It 
will set in three to five minutes, with hot heat, and 
will not expand and split your handle. 


The cement has a metal base. Metalizes but does not 
crystallize. Stands expansion and contraction, also 
vibration, steam and city water pressure. 


Fixes Cracks or Holes in 

Cracked Sectional Cylinder Walls 
Boilers Cracked Motor Heads 

Cracked Radiators Gas and Water Pipes 

Cracked Firepots Transmission Cases 

Cracked Laundry Tubs 


Water heating coils, Metal Tanks and works on all 
metals including galvanized i iron, lead and ——*. 
Welds itself into and over any ‘break or holes. 
stands heat up to 1500 degrees F. and CITY WATER 
PRESSURE. 


We also manufacture White for repairing enam- 
elware, vitreous, china, and porcelain. Made in 


three following shades: Dead White, Blue White 
and Cream White. 


Mail coupon today for trial can of this money making 
cement. You take norisk. Satisfaction guaranteed 











MADE AND MANUFACTURED BY 
TUTTLE’S TITE-ON CEMENT CO., 4507 Ravenswood Ave., Chicago, III. 


Distributor and Sales Manager for Eastern States and Canada: J. M. Lyons, 48 E. 41st St., New York City 
Not affiliated with any other Cement Company or Product 








Tuttle’s Tite-On Cement Co., 4507 Ravenswood Ave., Chicago, III. 


| Note: Hadn’t you better try both the gray and white Tite-On for then you will be ready for any emergency?) | 
( yo y 

| Gentlemen: | 
Please send me at once for trial one can of white and one can of gray Tite-On. If not returned in 10 days, you may bill through jobber below 

| at $3.75 per can. I would also like totry........ cans of Quick-Set Cement at $2.50 per can. | 
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IMPROVED STEAM 
RADIATOR VALVE 


Made of high grade steam 
metal composition with 
mushroom handle of non- 
heating fibre. A_ blue 
chipped steel screw securely 
fastens handle to stem. 
Guaranteed 
against defective 
materials and 
workmanship. 
Carefully ma- 
chinedandtested 
before shipment. 











Wholesalers: 


Capitol brass goods and boiler 


No. 142 trimmings are priced to bring 
in orders. 
Write or wire for complete 
details. 


Bonnetless Hot Water 


RADIATOR VALVE 


Improved design, 
with mushroom 
type handle of non- 
heating fibre com- 
position has given 
this Valve (No. 41) 
increasing popu- 
larity. 


You will find this 
valve strong and 
sturdy and desir- 
able on any instal- 
lation because of 
its unusual value. 


Every installation 
of Capitol Brass 
Valves and Boiler 
Trimmings means 
satisfied customers. 





Michigan Smelting 
and Refining Co. 
now operating 
Capitol Brass Works 


Write for the Capi- 
tol Catalog showing 
complete line. 


an 
Acme Brass Divisions 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 


=S=DETROIT, MICh=S>= 














March 26, 1927 


AN ABUNDANCE OF OIL—OIL MAN REPORTS TO 
CHICAGO OIL BURNER ASSOCIATION 

“There is an abundance of oil for oil burners,” said 
E. M. Miles of Murphy Miles Co., fuel oil dealers of Chi- 
cago, at the regular monthly meeting and dinner of the 
Chicago Oil Burner Association, held in that city on 
March 8. “Go out,’ said Mr. Miles, “and sell all the 
burners you can sell. You can never sell enough to make 
a dent in the oil supply.” 

Last year the Chicago Oil Burner Association was ask- 
ing questions of the oil men as to the future oil supply, 
and were somewhat concerned about slight advances in 
prices, but this year the situation is reversed, and any 
suspicion on the part of oil burner buyers that there may 
be a shortage of oil was shown to be entirely unfounded. 

Among the subjects discussed was the blanket fire in- 
surance for oil burners sold by dealers, and which was rec- 
ommended by certain members who are using it. The pro- 
posed course of instruction in combustion, to be taken by 
members of the association through the Hayes School of 
Combustion, Chicago, was favorably commented upon, but 
action is still pending. The annual convention of the 
American Oil Burner Association at Buffalo, April 5, 6 
and 7 was announced. Homer R. Linn of the American 
Radiator Co. explained that the convention opens on the 
morning of April 5 with a trip to the Institute of Thermal 
Research of Buffalo, leaving the Statler Hotel at 10 
o’clock. The sessions will be held during the afternoons 
of the three-day convention. The exhibits will be shown 
at the Buffalo armory. 

The following officers of the Chicago Oil Burner Asso- 
ciation, all of Chicago, were elected for the ensuing year: 
Lyle Strait, Oil-O-Matic Co., president; R. D. Barnes, 
A. B. C. Oil Burner Co., first vice president; D. M. Durkee, 
Rayfield Oil Burner Co., second vice president; Chas. H. 
Cress, Aladdin Oil Burner Co., third vice president; Cliff 
W. Presdee, Heating and Ventilating Magazine, secretary 
and treasurer. 

The new president in his address outlined several proj- 
ects for the coming season, among these being the distri- 
bution of a booklet containing the names of the Chicago 
oil burner dealers, and giving valuable information on oil 
burning and a bureau of information on oil burning. 

The membership committee reported that the associa- 
tion had increased its roll to 62 members. Six more were 
added at this meeting, making a total membership of 68. 
The membership and the interest in the association are 
growing rapidly. The March meeting was held in the 
Furniture Mart, said to have a greater area of floor space 
than any other building in the world. Future dinners and 
meetings, the first Tuesday of each month, will be held 
in this building in a fine dining room on the seventeenth 
floor overlooking Lake Michigan. 

The six new members accepted into the association 
were: Wm. K. Cochran, General Heat Machine Co., Chi- 
cago; H. H. Hickman, May Oil Burner Corp., Chicago, and 


Chas. Bieger, Sundstrand Engineering Co., Lake Bluff, 
Ill., active members; and Arrow Petroleum Co., Forest 
Park, Ill.; Erwin Moeller, Glencoe, IIl., and Cliff W. 


Presdee, Chicago, Heating and Ventilating Magazine, as- 
sociate members. 





Buffalo Gas-Fuel Steam Radiators 
Booklet No. 10 has just been issued by Buffalo Gas 
Radiator Corporation of North Tonawanda, N. Y., describ- 
ing its gas-fuel steam radiators, which may be operated 
as gas radiators during spring and fall, and combined with 
a boiler system when desired. Electric air heaters and 


; electric steam radiators are also described. 
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Personal Mention 


Morris Stulsaft, president of the M. Stulsaft Co. of San 
Francisco, left for the East on March 5 on an extended 
business trip which will take him to Chicago, New York 
and other principal eastern trade centers. Mr. Stulsaft 
plans to visit a number of manufacturing plants whose 
products are distributed by his concern through its 
branches up and down California. He will return to 
San Francisco early in April. 


Ross Clark, manager of the San Francisco branch of 
American Radiator Co., recently paid a visit to his com- 
pany’s main office at Buffalo, N. Y., where he attended 
a conference of managers, which took place March 8, 9 
and 10. 

H. E. Pihl, secretary of the Holyoke Heater Co., Holyoke, 
Mass., is making a business trip through the South and 
Middle West. He expects to return home about the last 
week in April. 

Robert J. Frank, formerly with the American Radiator 
Co. and the National Radiator Co., has joined the sales 
force of the Baltimore, Md., branch of the Pierce, Butler 
& Pierce Mfg. Corp. He will be located in York, Pa., and 
will cover Maryland and Pennsylvania. 

H. R. Eicher, formerly sales 
promotion and _ advertising 
manager of the Duro Co., of 
Dayton, Ohio, was recently ap- 
pointed assistant sales man- 
ager of that concern. Mr. 
Hicher will continue to super- 
vise sales promotion and ad- 
vertising activities of the com- 
pany, although it is expected a 
major part of his work will 
be done in the field. Mr. 
Jicher had charge of the New 
York City office of the Duro 
Co. for some time, and has 
recently changed his place of 
residence from that city to 
Dayton. 





H. R. Eicher 


Harold Coons of E. B. Badger & Sons Co., Boston, 
Mass., recently spent a few days in New York City on 
business. 

Harry Harte, western sales manager for the Speakman 
Co., of Wilmington, Del., has recently opened a well ap- 
pointed office in the Chamber of Commerce building, 
Pittsburgh, Pa. 

Robert Burns of the Sloan Valve Co., Fred Allen of 
the Trenton Potteries Co., Dave Myers of the W. G. Cor- 
nell Co., Wm. Russell of Irwin & Leighton Co., B. Harold 
Deacon of J. D. Johnson Co., Wm. Rice of Mellon & Co., 
Robert J. Bullman of Bullman Bros., and George B. Gray, 
master plumber, all of Philadelphia, sailed recently from 
Baltimore for Norfolk, Va., from where they motored to 
the Princess Anne Country Club, at Virginia Beach, for a 
week of recreation. 

John F, Lohman has recently been appointed city sales- 
man for United Supplies, 123 East Columbia street, Fort 
Wayne, Ind. 

H. Lloyd Grosvenor has been made advertising man- 
ager of the Wayne Belting & Supply Co., Fort Wayne, 
Ind. Mr. Grosvenor was formerly on the sales force of 
that company. R. E. Buchholzer has recently been ap- 
pointed sales director of the mill supply division of that 
company. 
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DACME DETROITSYy 


PLUMBERS’ BRASS GOODS 


AVATORY 
AUCETS 


WHOLESALERS: 
Write for catalog 
showing complete 
Acme Detroitline. 
Your customers 
will like Acme 
products. 















Heavy Pattern 
No. 401 





The above illustration shows the 
Heavy Pattern, No. 401, Acme 
Detroit Lavatory Faucet. This is 
also available in Junior Pattern, 
No. 403. 

There is an Acme Detroit Faucet 
for every need. Made of best 
quality red metal, with full unob- 
structed waterway, Briggs stand- 
ard pipe threads, and heavily nickel 
plated, Acme faucets will meet the 
demands of both you and your 
customers. 

Every faucet is inspected thor- 
oughly before it leaves our plant 
and tested to 300 pounds hydraulic 
pressure. 


Write us or ask your jobber for more 
detailed irformation. 


Michigan Smelting and 
Refining Co. now oper- 
ating Acme Brass and 
Capitol Brass Works 
Divisions 
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NC ew & quipment 


Pressure Reducing Stop to Eliminate Noise in Pipes 

Here is pictured a device, 5 inches long and % to 1 inch 
in diameter which is described as a pressure reducing 
stop valve. This invention recently has been offered to 
the plumbing trade. It is installed on water supply lines 
for the purpose of reducing water pressure, controlling 
volume, eliminating noise without restricting the flow of 
water, and for shutting off water for repairs to faucets, etc. 

The operation of this automatic stop may be learned 
with a little study of the illustration. It is explained by 
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ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 

Roughs in line. 

Will line up straight on any tub. 

No. 20 B & S gauge tubing. 

All cast brass trimmings, 
nickel plated. 


This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 
much more you pay for it 


























the manufacturer that the spring has a power of 15 
pounds. The area of the valve seat is 1/20th of a square 
inch. This closes the seat against a 300-pound pressure 
and will regulate the volume and reduce the pressure to 
any degree from 300 pounds to zero, according to the 
statements of the manufacturer. The valve opens and 
closes each time as the faucet is opened or closed. 


New Trade £iterature 


Newport Boiler Co.’s Circular 
Newport Boiler Co., of Chicago, is sending out a circular 
with a diagram showing its annual unit sales volume from 
1921 to 1926, inclusive. An illustration of the boiler is 
also given. 








Manufactured by 


DEARBORN BRASS CoO. 
CEDAR RAPIDS $3 IOWA 
Sold to the jobber only 
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American Brass Co.'s Circular 
1 The American Brass Co., of Waterbury, Conn., is dis- 
K tributing a circular with the caption, “Break Away from 
the Crowd.’’ Some of the ads used in national advertis- 
ing are reproduced. 
STEAM Broadside of S. F. Bowser & Co., Inc. 





ERATOR S. F. Bowser & Co., Inc., of Fort Wayne, Ind., has issued 
GEN a broadside illustrating some of its products, such as 


storage tanks, power pumping units, gasoline pumps, re- 
mote control valves, etc. 

The Wilks Steam Gener- E. W. Vanduzen Co.’s Catalog 

ator shown here is for low E. W. Vanduzen Co., of Cincinnati, Ohio, has issued a 
pressure work only. It is | general catalog containing information about its steam 
simple, economical, and | jet pumps, fire pumps, barge and bilge pumps, steam air 
safe. They are specially | exhausters and water gauges. 

recommended for heating Screenless Sewage Ejectors 

residences, greenhouses and Yeomans Brothers Co., of Chicago, has issued a bulletin 
garages. They are also used | on the subject of screenless centrifugal sewage ejectors. 
for steam cooking and for | a general description, table of sizes and ratings, and an 
all purposes for which low | inustration of a sewage ejector, are included in the bul- 
pressure steam is required. | jotjn 


for low pressure only 


They come equipped with “TI Am the Recreation Floor!” 

self-feeding boiler with A folder with the above caption is being sent out by 

magazine for hard coal and | the Kleenburn Co., of Milwaukee, Wis. The folder de- 

with surface burner with- | scribes the evolution of the basement into a floor for rec- 

out magazine for soft coal. | reation, and contains testimonial letters from users of the 
company’s incinerator. 


Standard Sanitary Mfg. Co.’s Wall-Hanger 
S. WILKS MFG. COMPANY Standard Sanitary Manufacturing Co., of Pittsburgh, 
3515 Shields Ave., Chicago, III. Pa., is distributing a wall-hanger, 20 by 28 inches in size, 


E. W. SEDGWICK, Pres. H. M. SEDGWICK, Secy. & Treas. containing both a sectional and a front view of a vitreous 
china tank and bowl. 
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March 16, 1907 
The Illinois Chapter of the American Society of Heating 
and Ventilating Engineers has been incorporated by T. J. 
Waters, N. L. Patterson and John F. Hale. 
1907 
The executive committee of the Missouri State Associa- 
tion of Master Plumbers has decided to depart from its 
usual custom of holding its annual convention at this sea- 
son of the year. The members of the executive board 
will hold a meeting on April 10. 
1907 
Through the efforts of President S. H. Morgan and Sec- 
retary C. P. Tietze, of the Michigan State Association of 
Master Plumbers, an organization has been formed com- 
posing master plumbers in the upper peninsula. The new 
organization will be known as the Upper Peninsula League. 
1907 
The new and thriving town of Enid was the scene of the 
fifth annual convention of the Oklahoma Master Plumbers’ 


Association, which convened on Tuesday, March 12. 
1907 
The Hitchbock Bros. Plumbing Co., of Peoria, IIl., has 


been incorporated with a capital of $25,000. 
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E. D. Hornbrook, of Kansas City, Mo., has been awarded 
the contract for the plumbing, heating and ventilating in 
a new fifteen-story building for the National Bank of Com- 
merce in this city. The work will amount to more than 
$100,000. 

1907 

The board of health of Gloucester City, N. J., has just 
adopted a plumbing ordinance providing for the inspec- 
tion of all plumbing work by a regularly appointed in- 
spector. 





1907 
The Master Plumbers’ Association of Paterson, N. J., 
recently had as its guests at a meeting, State President A. 
Selden Walker, of Newark, and State Secretary H. F. 
Baillet, of Newark. A collation was served after the meet- 
ing adjourned. 





Kansas Vetoes Price Tags on 
Showroom Fixtures 


(Continued from Page 35) 


J. M. Simmons presented retiring President Wm. Ball 
with a fountain pen, a gift from the Wichita local asso- 
ciation. 

National Director Jere Sheehan of St. Louis, who was 
on the program to represent the national association, was 
unable to attend the convention on account of sickness. 

As is the usual custom, every supply house in Kansas 
City, and most of the others operating in Kansas, had a 
representative at the convention. 
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Rialto Bldg. 


509 Wilcox Bldg., 
Los Angeles, Cali 


Seattle, Wash. 





L. C. Smith Bldg., 





CLIMAX RATCHET 
TEST PLUG 


Sizes 2 in. to 10 in. 


Pacific Coast Agents: 
WM. P. HORN CO. 


San Francisco, Calif. 


f. 


The CLIMAX Soil Pipe Plug, in the 
rachet nut style, makes a mighty useful 
piece of equipment to work with in places 
not easy to get at. We make a wrench for 
the ratchet nut plugs which will fit all sizes. 


CLIMAX Soil Pipe Plugs are also 
furnished with wing nuts which do not 


strip their threads. 


CLIMAX Soil Pipe Plugs are guaran- 
teed to make a perfectly tight joint no 
matter how rough or irregular the pipe or 


fitting. 


THE C. M. Ker? me. Co. 


MANUFACTURERS OF 


PLUMBERS' SPECIALTIES 
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Where joints | Indiana Employs Field Secretary 


will bate ila e | speech in favor of the office at the Louisville convention, 


use which fell on deaf ears because the whole idea had already 
been dropped. He said, therefore, that he mentioned the 


SmooTH-ON subject at all only to recommend that Indiana study fu- 


| ture national issues more carefully before committing 
| itself in such a way again. 
| 





DIRECTOR VOGELPOHL REPRESENTED NATIONAL 
OHN J. VOGELPOHL, Cincinnati, Ohio, a past president 
F IT’S merely a matter of get- of the National Association of Master Plumbers and 
ting the joint together where ; at present a member of the National Board of Directors, 
the flanges almost meet (A), pad out the gasket space with several brought the greetings of the parent body to the Indiana 
gaskets liberally coated with SMooTH-On No. 3. delegates. He said that the national association believed 
If the flanges are very far apart (B), put in a short sawed | that a plumbing fixture put on the market not properly in- 
section of pipe between them, (see diagram) use extra long bolts | stalled is a menace to public health. As the years have 
and pack in with SmootH-ON No. 1. After the SMoorH-ON has | passed, and new methods of distribution have crept in, 
taken an initial set, draw the bolts a little tighter. others might have changed their ideas about this princi- 
If it’s a case of hopeless misalignment (C) redrill the bolt ple, but not the national association, Mr. Vogelpohl stated. 
holes (if necessary), fit a wedge-shaped section of pipe as before, He further said that ™ hen the day — that the master 
put the bolts in and fill the whole joint with SmootH-On No. 1. plumbers became strictly merchants, without regard to 
proper installation, there would be no need for the na- 
SMooT Os gg —— pac po acon = pe be te ; poeanipecte 4 
ie De Ub ; stressed the need for the master plumbers to keep abreas 

= z= 

| | 





SMOOTHON ~~ 
= i, | of new business methods and constantly justify, by their 
progressiveness, the distribution of goods through the 
present, established channels. He dealt with the cut- 
price, direct-to-you houses by saying that they will always 
be in business, but if the public can be sold on the impor- 
| tance of proper installation, such houses will never get 
| | =f, a EE i too firm a hold in the plumbing industry. 
B i c eg Then, he spoke briefly in favor of the Trade Extension 
Bureau, saying that the proposed plans for enlarging its 

With cither of the latter methods, the finished SmMootH-On | activities will do tremendous good and urging the Indi- 
joint becomes virtually solid with the line, expands and contracts | anians to support it. 
in unison with it and resists any pressure that the pipe itself will 
stand. THE TRADE EXTENSION PROGRAM 

For detailed instructions on the above jobs and many others DS cumitonat’ after Mr. Vogelpohl, Walter J. Kohler, 
that every Engineer should know about, see the SmootH-On president of Kohler Co., was introduced as a man who 
Handbook. | had come to the convention with the idea of bringing about 

| closer co-operation between the various branches of the 
Tuts Book FREE | industry and to explain in detail the Trade Extension Bu- 
| reau program. Mr. Kohler stated that there were three 
éutstanding considerations before the plumbing and heat- 
ing industry—the undeveloped market in cities, towns and 
scnestiaad Dilahe am wt Seaak eb Miliaaees wanes tar country; the growth of direct-to-you houses, and the na- 
Smoorn-On. Every progressive engineer should | tional competition between industries, each one after the 
: : have this book—get your copy now. | purchasing public’s dollar. He elaborated on each of these 
= poe : Get Smootn-ON No. 3 in 1 or 6-lb. can, and | Outstanding business features, and then said that the in- 
SmootuH-On No. 1 in 1 or 5-lb. can, or 25, 50 or | dustry as a whole must develop its selling ability in order 
100-lh. keg from your nearest dealer, or if necessary | +4 got the business in sight. This development, he ex- 
plained, will work through the Trade Extension Bureau, 
which has heretofore done a good work but has been ham- 
pered by lack of finances. 

It has been decided, therefore, he stated, to establish a 
budget of $500,000 a year for three years, to be expended 
sce iin ie a iis ie as ‘ein ein ih saeeaia eatin iain ita ‘tia san snp i by the Trade Extension Bureau in national advertising, in 
extending the work of field men, in increasing apprentice- 
ship activities, in moving and maintaining the Bureau in 
St. Louis, in working with the General Federation of 
Women’s Clubs and in trying out a test campaign in some 
large city. This budget will be supported mainly by manu- 
facturers and jobbers, but Mr. Kohler stated that they 
needed the support of the retailer. 

The business developed, he emphasized, will absolutely 
be through the master plumber, and the latter’s moral 
support and what financial aid he might be willing to give 
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would put the proposition across. He advocated the adop- 


tion of the time payment method of selling, the tagging | 
of display fixtures with net prices and the practice of sell- | 


ing goods, whether the seller installed them or not. He 
was in sympathy with the practice of not installing goods 
which the master plumber himself did not sell, but he did 
urge better merchandising in every possible way. He con- 
cluded by saying that he was not at Indiana to raise 
money, but he did hope that the society would endorse the 
program, promise its support and urge individual contri- 
butions. (The complete program planned for the Trade 
Extension Bureau appeared in the January 29 issue of 
“Domestic Engineering.’’) 


Several manufacturers and wholesalers interested in the 
development of the proposed program attended the con- 
vention to add their opinions to the remarks of Mr. 
Kohler. I. Weil, president of the Central Supply Associa- 
tion, told of the recent meeting of his organization, in 
which it went on record as endorsing the manufacturer to 
jobber, to master plumber, to public method of distribu- 
tion. He said personally that he had no quarrel with 
manufacturers and wholesalers who elected to sell their 
goods in other ways, but he did not want to associate with 
them or do business with them. He urged the master 
plumbers to appoint committees, through their local, state 
and national associations, and come in closer contact with 
their sources of supply. 

E. C. Garrity, a past president of the Central Supply As- 
sociation and president of the National Plumbing and 
Heating Supply Co., Chicago, urged the use of quality ma- 
terials and quality workmanship to win the confidence of 
the public in the present system of selling plumbing and 
heating equipment, and suggested that the master plumber 
make use of wholesalers’ salesmen to help them sell goods. 
He, too, told the Indiana delegates that the manufacturers 
and jobbers interested in the Trade Extension Bureau 
program were thoroughly behind the master plumber. 

H. W. Seymour, general manager of sales of Crane Co., 
said that what is needed to make the program successful 
is for the plumbing contractor and his employes to be- 
come better salesmen. His opinion of selling goods with- 
out necessarily installing them was that if the master 
plumber were salesman enough to sell the material he 
would be salesman enough to sell his services. He did 
not believe it was fair for the manufacturer to “carry 
water on both shoulders,’ confirming the remarks of the 
others that the proposed plan includes selling only through 
the master plumber. He felt that if the master plumber 
contributed some money to the Trade Extension Bureau, 
he would have the investor’s interest in helping make the 
program successful. 

W. J. Woolley, president of Wolff Manufacturing Cor- 
poration and formerly secretary-manager of the Bureau, 
and before that president of the Indiana Society of Sani- 
tary Engineers, greeted his old friends and recalled past 
meetings when he was active in Indiana association affairs. 
He stated that in this industry there has been an over- 
supply of everything but salesmanship, and that if real 
salesmanship is developed, the over-supply of other things 
will be eliminated. He said that the direct-to-you houses 
have out-sold the master plumber and that the way to beat 
them is to use their own methods. He described the pre- 
vious speakers as very busy men who came to the conven- 
tion with a serious idea which will mean bigger and better 
business, and he urged every master plumber to con- 
tribute. 

B. Joseph O’Donnell, of the Trade Extension Bureau, 
confined his remarks to the home equipment survey made 
by the General Federation of Women’s Clubs, which 
showed a totally inadequate supply of modern plumbing 








CALAANRREREREREEEEEREG Banned seeoees 






WAAR RALLERLELBRERER EEE RRR SBE BatSs Bee aessse 
BABWBWWARBWABVAVVARLALELERREEEEELE REE EER ESL 


DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 
ment. 

This Donnelly Valve is de- 
signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 


It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ker will be glad to sell you. 


DONNELLY MFG. CO. 

29 Mills St., MALDEN, MASS. 

\SLALILALALLLLLLLALLA LALA 

Oe ed Of hat Ap kof ptt HET TF H SEB eawas 2a 
@2aen 


SHaP MPa Maamahsaaaaan 
VAI PDA Aa MAMAEBEBREZLAa oa 





sahaenaal 





ANY steamfitters 

have discovered 
that the best way to 
forestall trouble with 
radiator valves is to 
install Commonwealth 
Lavigne Radiator 
Valves exclusively. 


BM your 
mmm eeeul Jobbe yr 

Can 
Supply 

You 





COMMON WEALTH,|BRASS CORPORATION - DETROIT 














86 DOMESTIC ENGINEERING 


in existing homes. He called the results of the survey a 
direct challenge to the master plumber to go out and se- 
cure the business that the investigation proved was there, 
and to push a plan for running water and sewer facilities 
in every community. 

Wm. G. Bergner, secretary of the Trade Extension Bu- 
reau, described the aim of the Bureau as a desire to estab- 
lish good, common-sense methods in every master plumb- 
er’s place of business. 

Albert J. Wilson, president of the National Association 
of Master Plumbers, stopped off at Indiana on his way 
east and took the opportunity to tell the delegates what 
the national association is doing through its various com- 
mittees and to invite them to Minneapolis for the annual 
convention. 


MECHANICS LIEN LAW 
TTORNEY L. ROY ZAPH gave an interesting address 
A on the lien law of Indiana, explaining that, in order 
to have it work, its various provisions must be observed 
carefully. It is impossible to put a lien on property for 
goods or work performed in that property, unless the 
work is done for the owner. 

C. H. Maloney, Gary, and C. C. Pyke, Lafayette, led dis- 
cussions on methods of distribution. The partial pay- 
ment plan was also discussed at the suggestion of Edw. 
Kanney, La Porte. 


COMMITTEES 
RESIDENT DANIELS appointed J. E. Withers, Gary, 
reading clerk for the convention, and asked H. E. 
Shreiner, Elkhart, to act as secretary-treasurer in the ab- 
sence of J. A. La Mere, Hammond. He named the fol- 
lowing committees: Resolutions, F. L. Marchesseau, Elk- 
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hart; Henry McAuliffe, East Chicago, and Arthur Lah 

Lafayette. Nominating, J. A. Diggle, Indianapolis; J. | 

Rochford, Gary, and V. C. Knauth, Vincennes. Memoria., 
A. C. Sandberg, Lafayette; W. G. Hoffman, French Lici, 
and H. BE. Shreiner, Elkhart. Auditing, J. A. Gallivai 

Muncie; Edw. Kanney, La Porte, and E. L. Burke, Gary 
Credentials, S. C. Durbin, New Albany; W. H. Meerhott 
Richmond, and Wm. Henderson, Gary. 


LADIES 

HERE were forty-seven ladies at this convention. A 
J pereranti program of entertainment had been arranged 
for them by the Indianapolis ladies, under the direction o! 
Mrs. J. A. Diggle, including sight-seeing tours, luncheons 
and theater parties. The Indiana Auxiliary held its an 
nual meeting the last morning of the convention, and re 
elected last year’s officers—Mrs. John Orth, Lafayette, 
president; Mrs. H. E. Shreiner, Elkhart, vice president, 
and Mrs. A. C. Sandberg, Lafayette, secretary-treasurer. 
At this meeting, the ladies voted $100 for the national 
scholarship fund. Mrs. Diggle reported that Indianapolis 
was starting an auxiliary. 





ENTERTAINMENT 

HE first night of the convention, an entertainment 
poe musical program was given in the assembly room. 
Several acts of vaudeville were presented, and a moving 
picture of the manufacture of enameled ware, pottery and 
brass goods was shown by Standard Sanitary Mfg. Co. 
After this entertainment there was dancing. The annual 
banquet and ball was held on the second evening, and 
thoroughly enjoyed by a large crowd. A theater party on 
the third evening closed the convention. 
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CHAIRMAN LANG APPEALS TO STATE ASSOCIATION 
PRESIDENTS TO HELP BOOST NATIONAL 
CONVENTION ATTENDANCE 

“It is my aim, through publicity, to surpass the registra- 
tion of Louisville, Ky., of 2,400, by 1,600 and by all 
indications believe this will be accomplished. I want you 
to consider yourself a member of the General Convention 
Committee, assisting me to convince your state members 
of their duty and privilege to attend our national conven- 
tion at Minneapolis, June 20 to 24.’’ The quotations are 
excerpts from letters sent to presidents of state associations 
of master plumbers by William J. Lang of Chicago, chair- 
man of exhibits and convention. 

Mr. Lang is of the opinion that “this convention will 
be the greatest in the history of our association. Not alone 
on account of the fact that the exhibits—such as will be 
staged—have never been surpassed, or the entertainment 
would be hard to duplicate but you must realize from the 
interest displayed by the manufacturers in the sup- 
port of the National Trade Extension Bureau and the 
general condition of our profession, we must progress 
with the trend of time or deteriorate.” 

With the letters, Mr. Lang is sending each state presi- 
dent a copy of the proposed program, which has been 
published in part in previous issues of ‘‘Domestic Engineer- 
ing.’”’ Calling attention to the President’s dinner on Wed- 
nesday night, June 22, Mr. Lang says, “By the directory, 
I presume you are holding the office of state president, 
which gives you the privilege of attending the President’s 
dinner on Wednesday night, as per program. It is also my 
desire to have all the national officers, committeemen, and 
state presidents registered at headquarters—the Radisson 
hotel.’’ In asking for the co-operation of the state asso- 
ciations, offer is made to make reservations at the Radisson 
hotel for state presidents who will attend the convention. 
He also asks the present state leaders to hand the letter 
to their successors if an election of officers will be held 
before June 20. 

Indications are that the attendance at the Minneapolis 
meeting will surpass that at any previous gathering of its 
kind, and Mr. Lang is leaving nothing undone to assure 
a record registration. He is asking the state presidents 
to create an interest among members of their associations 
by personal calls, letters, and announcements. “I assure 
you,”’ he says, ‘‘they will be well repaid both from an 
educational viewpoint, and by the elaborate entertainment 
provided.” He asks that each member who possibly can, 
attend the convention and help “‘Legislate for the best in- 
terests of all concerned.” 





R. I. WALTERS HEADS BAKERSFIELD ASSOCIATION 

The Bakersfield, Calif., Master Plumbers’ Association 
met recently and elected officers for the ensuing year, as 
follows: President, R. I. Walters; vice president, Charles 
Smetzer; secretary and treasurer, I. R. Jones. A report 
from Secretary Jones indicates that this local is up and 
doing, as at its last meeting it admitted five master plumb- 
ers to membership, making the total to date twelve. 
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HEATING AND PIPING CONTRACTORS OF NORFOLK 
TO ORGANIZE 

A local unit of the Heating and Piping Contractors Na- 
tional Association is in process of formation at Norfolk, 
Va., the membership being made up of heating contractors 
in that locality. A. R. Thompson, appointed chairman of 
a heating standardization committee which is handling 
the organization, announces applications had been received 


‘from eleven firms by March 12. These include T. M. Rust, 


Craft Bros., A. L. Blanks & Co., W. W. Breedlove & Co., 
Coley & Petersen, R. D. Duell & Co., J. G. Lancaster, C. W. 
Perry, A. R. Thompson, C. L. Woodard and J. J. Shanahan. 





NORTH CAROLINA ASSOCIATION PLANS LARGE 
CONVENTION ATTENDANCE 

Plans are being made by the North Carolina Associa- 
tion of Plumbing and Heating Engineers for one of the 
largest conventions in the history of the organization. 
Besides the master plumbers, and heating contractors, it is 
hoped a great number of representatives of manufacturers 
and wholesalers will be present at the meeting. 

J. C. Little, field secretary for the state organization, in 
a letter to manufacturers and wholesalers, says: ‘“‘On behalf 
of the officers and members of this association, I extend 
to each and every manufacturer, supply house, and sales 
agent in the state, an invitation to be represented at 
our 1927 convention which will be held in Asheville on 
Monday and Tuesday, May 9 and 10. Our headquarters 
and assembly room will be in the Battery Park Hotel.” 





TO AMEND PLUMBING CODE OF RIPON, WIS. 

Upon ‘recommendation of the judiciary committee the 
city attorney of Ripon, Wis., will draw up an amendment 
to the plumbing code of that city so that licensed plumbers 
will not be required to take out licenses for drain laying, 
but that all other persons or corporations wishing to do 
drain laying in Ripon will be required to take out such a 
license. The recommendation also suggests that any per- 
son or corporation, before digging any ditch or holes in 
or on public streets or alleys, file a bond of $500 with 
the city clerk to indemnify the city in case of suits for 
damages. 





WELDING AND PLUMBING CLASSES AT CARNEGIE 
TECH. 

Courses in plumbing and welding, it is announced, are 
featured in the plans for the summer session this year 
at the Carnegie Institute of Technology in Pittsburgh. 
According to the plans, the College of Industries will give 
six week’s courses from June 27 to August 5 in plumbing 
and oxy-acetylene welding under the direction of the de- 
partment of plumbing, heating and ventilating. 

Although the courses in these subjects are outlined 
primarily for the benefit of teachers and supervisors of 
industrial training, the announcement points out, the 
work is designed to have a special appeal, also, to under- 
graduates and others who need more technical training. 
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WASHINGTON, D. C., M. P. A. STARTS SECOND YEAR 
OF CO-OPERATIVE ADVERTISING 

Members of the Master Plumbers’ Association, Inc., of 
Washington, D. C., are starting on the second year of 
their co-operative advertising campaign, the first year 
of which ended with the Sunday newspaper published 
February 27. 

Sixty-five members, plumbing and heating contractors, 
collaborated in the campaign during the first year and it 
is expected approximately the same number will share 
the expense during 1927. 

An especially effective plan has been worked out, 
through the co-operation of one of the leading Sunday 
newspapers of the Capital City. Under the plan, a space 
five columns wide and 14 inches deep is employed for the 
advertisement proper, and the advertising is charged for 
on the basis of this amount of space. In addition, how- 
ever, the rest of the page is devoted to news of the plumb- 
ing fraternity that will be of interest to the general public 
and aid in the dissemination of information about proper 
sanitation. This material is furnished the newspaper by 
Secretary Frank Bentley and includes not only local news 
but material secured from the National Trade 
Bureau, the trade press and elsewhere. 


Extension 
The ‘‘copy’’ used 
in the advertisement proper is designed to sell the public 
on proper sanitation and to urge readers to guard their 
health by seeing that their plumbing is done by properly 
qualified men. This is prepared by a member of the 
newspaper’s staff, acting on suggestions of the masters, 
and is submitted by him for their approval. The names 
of the 65 sponsors are carried in the right hand column 
of the advertisement. 

Due to the large number of contributors the cost to each 
member is small, Secretary Bentley states, and the mas- 
ters are confident that the project is a move toward better- 
ment of conditions. 





MASSACHUSETTS CHAPTER, A. S. H. V. E., HEARS 
ABOUT HEATING TROUBLES 

Members of Massachusetts Chapter of American Society 
of Heating and Ventilating Engineers listened to an inter- 
esting discourse on ‘‘Troubles Experienced with Vapor 
and Vacuum Systems and Boiler Troubles,’’ by C. V. 
Haynes of Philadelphia, at a dinner-meeting held at the 
Engineers Club in Boston on the evening of March 7. 
Under this general topic, Mr. Haynes discussed ‘Boiler 
foaming,’’ “‘Why water leaves the boiler,’’ ‘““‘When to use 
the vacuum system’’ and ‘‘When, if ever, the vacuum 
should be broken at the end.’’ Pertinent questions which 
had been sent in by the members preceding the meeting 
were answerd by the speaker during the general discussion 
that followed the address. Mr. Haynes was given a vote 
of thanks for his instructive address. 
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RESEARCH COMMITTEE OF A. S. S. E. PLANS 1927 
PROGRAM 

William C. Groeniger, of Columbus, Ohio, chairman of 
the research committee of the American Society of Sanitary 
Engineering, recently announced the schedule of subjects 
to be handled in 1927 by that committee. Members of the 
committee are assigned to the different subjects as fol 
lows: ‘‘Corrosion of soil, waste and vent pipes,’ A. C. 
Shaver, M. W. Smith and Thomas M,. Dugan; “Drinking 
water—temperature health viewpoint,’’ Thomas M. Dugan 
and A. E. Smith; “Standardization of definition of terms,”’ 
William C. Groeniger and R. M. Starbuck, Jr.; “Life of 
plumbing systems and fixtures as affected by quality of 
water,’ James Smith, A. C. Shaver, William C. Groeniger 
and J. J. Crotty; “Plumbing codes—administration,’’ Wil- 
liam C. Groeniger and Thomas J. Claffy; ‘‘Plumbing in- 
spectors’ and sanitary engineers’ qualifications, duties and 
compensation,” J. J. Crotty, Thomas J. Claffy and C. J. 
Henderson; “Plumbing fixtures as a possible source of 
water supply pollution,’’ C, J. Henderson and William C. 
Groeniger; ‘Closet bowl performance,” A. E. Smith and 
William C. Groeniger; ‘‘Kitchen wastes,’’ M. W. Smith, 
A. C. Shaver and Thomas M. Dugan. 





PHILAMPA CLUB PLANS INTERESTING TRIP TO 
MINNEAPOLIS CONVENTION 

Elaborate preparations are being made by the Philampa 
Club, that part of the Philadelphia Master Plumbers’ 
Association which is planning to go to the National con- 
vention at Minneapolis, Minn., to make the trip one mem- 
orable to all who take it. At present about sixty people 
expect to take the trip, among them twenty-five ladies. 

The entire trip is to be conducted under the auspices of 
the Pennsylvania Railroad, which has laid out a very in- 
teresting and complete itinerary. The Philampa Club 
party is to leave Philadelphia, Wednesday, June 15. The 
next day will find the party in Buffalo, N. Y., where it em- 
barks on a lake steamer. After a short call at Cleveland, 
Ohio, the boat will dock at Detroit, Mich., for a few hours’ 
sight-seeing. From Detroit they will cruise up Lake 
Huron to Mackinac Island, where another short side trip 
is scheduled. Additional stops are to be made at Sault 
Ste. Marie, Mich., and Houghton, Mich., arriving in Du- 
luth, Minn., Monday, June 20. After a short stop here, 
the party will proceed by train to Minneapolis, arriving 
the night before the opening session of the convention, 
which gets under way Tuesday, June 21. 

The return trip is to be made with a stopover of one full 
day in Chicago. From there, the train heads straight east, 
making stops in several Pennsylvania cities, including a 
four-hour layover in Pittsburgh. The trip will be com- 
pleted by 9:35 p. m., June 26, the time when the train 
arrives back in Philadelphia. 





Delegates and guests at the annual convention of the North Dakota State Association of Master Plumbers, held recently 
at Grand Forks 





























March 26, 1927 


William H. Ambrose is president of the Philampa Club, 
George M. Hicks, secretary, and Maney J. Feeney, presi- 
dent of the association, is treasurer of the club. The fol- 
lowing members of the club are planning to take the trip 
to Minneapolis: Mr. and Mrs. Duncan A. Worrall, Mr. and 
Mrs. Graham W. Long, Mr. and Mrs. John A. Quinn, Mr. 
and Mrs. George M. Hicks, Mr. and Mrs. W. H. Zimmer- 
man, Mr. and Mrs. George F. Uber, Thomas O’Brien, 
William R. Smith, Mr. and Mrs. William H. Ambrose, Mr. 
and Mrs. William Boal, Mr. and Mrs. William V. Kettle- 
well, Mr. and Mrs. Harry L. Stilwell, Mr. and Mrs. William 
Beahm, Mr. and Mrs. Thomas Dempsey, Gregor Drum- 
mond, Mr. and Mrs. John R. Newsome, E. Quindlen, Mr. 
and Mrs. Hugh McElwee, Mr. and Mrs. Charles R. Reeves, 
Mr. and Mrs. J. J. Bunn, Mr. and Mrs. M. J. Feeney, Mr. 
and Mrs. Harold B. Asquith, D. F. Durkin, Mr. and Mrs. 
E. Herman Moser, Mr. and Mrs. H. B. Lentz, Mr. and Mrs. 
F. P. Speth, Robert H. Pflug-Felder and Miss Marie Pflug- 


Helder. 





NEW YORK STATE HEATING AND PIPING CONTRAC- 
TORS TO HOLD TWO-DAY MEET 

It has been definitely decided to hold the annual con- 
vention of the Heating and Piping Contractors New York 
State Association at the Onondaga hotel, Syracuse, on 
April 20 and 21, according to a notice from W. G. Fraser, 
president of the organization. On the evening of April 19, 
a meeting of the board of directors will be held at the 
same place. Edward F. Joy of the Syracuse association 
is in charge of arrangements. 

“This is the first time in the history of the association,” 
writes Mr. Fraser, “that we have attempted to hold a two- 
day meeting. It is the intention of the committee to leave 
nothing undone to make this convention a success, and 
arrangements are now being made with nationally known 
speakers to talk on various subjects interesting to the 
heating trade.’’ Members of the Syracuse association are 
working hard to make the meeting a notable one, and 
every effort will be put forth by the committee in charge 
to make the affair both instructive and entertaining. 





BUFFALO HEATING AND VENTILATING ENGINEERS 
HEAR A. J. NESBITT 

“The Fundamentals of Unit Ventilation and Their Ap- 
plication,” was the subject upon which A. J. Nesbitt spoke 
at the regular March meeting of the Western New York 
Chapter of the American Society of Heating and Ven- 
tilating Engineers, held last week at Buffalo, N. Y. 

In his address he emphasized the importance of air in 
motion in the schoolroom, and explained that this was 
made possible by using high velocities at the discharge 
of the unit by blowing in a vertical position, this velocity 
varying from 800 to 1,000 ft. per minute. 

The fact that some method of properly humidifying the 
air is necessary was brought out by Mr. Nesbitt. The 
present units may be equipped with air filters for remov- 
ing dust, soot, he-said, but no satisfactory method of 
controlling the humidity has as yet been devised. 

The speaker said that the average capacity of the 
schoolhouse unit heater is about 190,000 B.t.u.’s per hour, 
the capacity from 1,200 to 1,300 cu. ft. of air per minute, 
the dimensions varying somewhat, but coming within 4 ft. 
x 31% ft. high, and 14 to 18 inches in thickness. 

Numerous questions were asked, and a general discus- 
sion was held at the close of Mr. Nesbitt’s talk. He 
recommended the omission of direct radiation in school- 
rooms, stating that the absence of this compelled thg use 
of the unit for heating purposes as well as ventilation, 
while if direct radiation is installed for heating there 
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AUTOMATIC ELECTRIC 
BASEMENT DRAINER 


There’s big money for you selling this pump 
to householders with wet or flooded basements. 
Simple in construction, entirely automatic, 
shipped ready for operation and works from 


the nearest electric light socket. 


The Stark Automatic Electric Basement 
Drainer will remove 2,500 gallons per hour— 
dry the average flooded basement in two hours 
and keep it dry. Your customer will be sold 
on sight. 


Write for Particulars and Illus- 
trated Circular No. 303 Today 


Stark Pump Company 


17128 Mt. Elliott Ave. 
DETROIT MICH. 
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For FERRULES SPECIFY 
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» nd you will learn what real 
€ rrule service is! Trap Screw 
Ferrules, as illustrated here, 
in 5 sizes in extra heavy cast 
iron with brass plugs. They 
are backed by the usual 
“SAACO”’ service and guar- 


antee. Write for our complete catalog. 


Sanitary Co. of America 
LINFIELD, PA. 


OCR OCEK POC OCR PDCRK at 
INFORMATION 


To help guide you in the recommenda- 
tion and selection of a drain or sump 
pump, we should like to mail you a 
copy of a Domestic Engineering ad 
together with Bulletin. 


Your jobber is in position to quote you 
prices and sell you the complete ready- 
to-install automatic quality Taber 
Midget Sump Pump. 


Write for Bulletin 120 MSJ NOW! 


TABER 
Midget SUMP PUMP 


TABER PUMP CO., BUFFALO, N.Y. N. ¥. Office, Tel. Lexington 8945 
UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 


@& 





J-71 J-70 











AUTOMATIC 
FLOAT Switch 
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PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 





RADIATOR HANGER 


Homes, schools, offices and pub~ 

lic buildings, hospitals—all are 

now using sanitary legless radia- 

tors—hung from the walls with 
E-Z HANGERS. 


Healy-Ruff 
ie ay al Compeny 
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might be a tendency to stop operation of the unit wit) 
the idea of saving fuel. The talk was accompanied by a 
number of slides showing typical installations. 
President Jackson announced that Dean F. Paul Ander- 
son, president of the A. S. H. V. E., would attend the 
April meeting with about 65 members of his senior clas 
of engineers from the University of Kentucky. 





P. H. MEYER, JR., HEADS LOUISVILLE ORGANIZA- 
TION 


P. H. Meyer, Jr., head of the P. H. Meyer Co. of Louis 
ville, Ky., was elected president of the Heating and Pip 
ing Contractors Association of Louisville and Jefferson 
County at a meeting held recently. Other officers elected 
were: Vice president, A. S. Blunk; secretary, M. J. Chag- 
nard, and treasurer, William Bredeman. 

James McWilliams, John M. Kellner and Leo Brownfield 
were named members of the executive committee. All 
members were urged by Mr. Chagnard, retiring president, 
to attend the national convention at West Baden Springs, 





Ind., June 1 to June 4, inclusive. 





S. E. DIBBLE SPEAKS AT PITTSBURGH A. S. H. V. E. 
MEETING 

Professor Samuel E. Dibble, of Carnegie Institute of 
Technology, past president of the American Society of 
Heating and Ventilating Engineers, was the main speaker 
at the regular March meeting of the Pittsburgh chapter of 
that organization which was held at the U. S. Bureau of 
Mines in Pittsburgh. His subject was “Controlled and 
Uncontrolled Ventilation for School Rooms.” At the 
April meeting, John M. Robb of the-Herman Nelson Corp., 
of Moline, IIll., will speak on ‘‘The Invisible Radiators.” 





PORTLAND, OREGON, FIRM TO BUILD 

Rushlight, Hastorf & Lord, Inc., plumbing firm of Port- 
land, Oregon, is having plans drawn by Bennes & Herzog, 
architects, Portland, Oregon, for a new building. The 
structure which is to cost about $50,000, will be 88x100 
ft. in size, two stories and full basement, and of brick 
construction. The basement will be used entirely by the 
owners for their plumbing work, and part of the first 
floor will be devoted to display rooms and offices; the rest 
of the space will be leased to outside tenants. The second 
floor will contain seventeen one-room apartments each 
provided with kitchenette and bath. Rushlight, Hastorf 
& Lord, Inc., are at present located at 371 Hawthorne 
avenue. The new location is the corner of East Eighth 
and Morrison streets. 





RECREATIONAL DEVELOPMENTS ADD TO WORK OF 
WISCONSIN PLUMBING AND SANITARY BUREAU 
The steady growth of the state of Wisconsin in popu- 

lation and industry, leading to exceptional building and 


recreational programs, influenced the trend of activities of 
the Bureau of Plumbing and Domestic Sanitary Engineer- 











ing of this state, notably in the year 1926, states Frank 
R. King, state plumbing and domestic sanitary engineer. 
Not only was the enforcement of plumbing regulations a 
leading function, but the sanitary demands growing out 
of automobile and recreational development constituted 
a large and growing field for work. Among these is the 
sanitary equipment of tourist camp sites, comfort stations, 
boys’ and girls’ camps, and summer resorts, fair ground 
and lake subdivision developments. In all of these units, 
most of which are beyond urban influences, health and 
comfort are served by modern sanitary conveniences and 
official regulation. It is the purpose of this bureau to as- 
sist everyone concerned anywhere in Wisconsin, in the 
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proper equipment of these places to serve the sanitary 
needs and make living conditions safe for all who use 
hem. The supervision of these places became a large 
factor in the activities of this division. 

The general building program for 1926 was above the 
average except in the western and northwestern part of 
the state. The outlook for 1927 is promising, especially in 
the field of public building construction by the state, 
counties, townships, cities and villages. Industries like- 
wise are expanding, bringing need for additional buildings 
or alterations. The trend for residential construction is 
in the form of houses rather than large apartments, as 
was the case a few years ago. The equipping of these 
homes with modern sanitary conveniences, safe water sup- 
ply and waste disposal systems brings problems that do 
not occur in cities where public water supply and sewerage 
systems are available. 





TO REVISE BALTIMORE CODE 

Dr. C. H. Jones, commissioner of health of Baltimore, 
Md., assisted by a committee from the Maryland Master 
Plumbers’ Association, is revising the plumbing code of 
Baltimore. The masters include A. W. Beam, Francis 
C. Dorsey, W. F. Mylander, Frank J. Knell, A. V. Eidman, 
William F. Myers, Samuel E. Houck and Edward H. 
Rogers. The plan is to combine the present plumbing 
code with sections of the building code, thus simplifying 
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Show window of Wagner & Abbott, plumbing contractors 
at Oak Park, Illinois 


the rules and at the same time more fully conforming 
to the best and most modern methods of installations and 
sanitary practice. Dr. Jones is a physician and health 
expert of high renown and is keenly interested in better- 


ing sanitary conditions through better plumbing. 





NATIONAL TRADE EXTENSION BUREAU ANNOUNCES 
FIELD MEN ITINERARIES FOR APRIL 

Itineraries of W. G. Archer and B. J. O’Donnell, field 
men for the National Trade Extension Bureau of Evans- 
ville, Ind., have been announced by the bureau as follows: 

W.G. Archer: April-1, New York, N. Y.; April 4, Meri- 
den, Conn.; April 5, 6 and 7, Boston, Mass.; April 8, 
Providence, R. 1.; April 11, Passaic, N. J.; April 12, 
Washington, N. J.; April 13, Trenton, N. J.; April 14, 
Jersey City, N. J.; April 18, Chester, Pa.; April 19, Cam- 
den, N. J.; April 20, Pottstown, Pa.; April 21, Hazelton, 
Pa.; April 22, Allentown, Pa.; April 25 and 26, Johns- 


town, Pa.; April 28, Chillicothe, Ohio; April 29, Middle- 
town, Ohio. 

B. J. O'Donnell: April 1 and 2, Dover, Ohio; April 4 
to 14, Cleveland, Ohio; April 15 and 16, Ashtabula, Ohio. 
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| CROWN PIPE DIES 


COT 


PERFECT PIPE THREADS 





























THE 


Crown Ratchet Reamer 
Will ream pipe %4 to 212 inches 


The ball is comfortable to the hand, does 
not cramp the fingers nor tire the wrist. 


The handle is not ribbed and is comfortable 
to grip along{its entire surface. 


The new cone type construction supports 
the blades throughout their entire length, 
thus preventing any possibility of them 
coming loose. 

The blades are made of finest steel, will 
hold edge maximum length of time but can be 
ground when necessary without removal. 

The pawl has an extra wide bearing sur- 


face on the ratchet teeth, giving greatest 
service with least wear. 











Order one today through 
your local jobber. 


CROWN DIE & TOOL CO. 


2636 NORTH KEELER AVE. 
CHICAGO 
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SUBURBAN HOME OWNERS 
Need A 


Wesaels Electric Water Heater 


(FULLY AUTOMATIC) 










Hot water is in- 
stantly at hand 
with the turn of 
the faucet. The 
ultima of conven- 
ience in hot water 
heating. It is 


Clean 
Convenient 


Dependable 


Not only is it free 
from care but dirt 
as well. Absolutely 
odorless and clean 
it. gives years of 
constant perform- 
ance. 


D.DWESSELS & Sons Ca. 
OETROIT. MICHIGAN 
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Trade,Mark 


IRON BODY GATE VALVES 


Trade Mark 


Screwed 
Flanged 
and 


Sizes 
2” to 12” 
Inclusive 


Manufactured by 
ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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WILLARD ADDRESSES ILLINOIS 
CHAPTER 

The one hundred and twenty-eight members and guests 
who attended the monthly meeting of the Illinois chapter 
of the American Society of Heating and Ventilating Engi 
neers at Chicago on Monday evening, March 14, were at 
tracted by the advertised address of Professor A. C. Wil 
lard, head of the engineering experiment station of the 
University of Illinois, the most complete university expe 
riment station in the country. 

A. B. Martin, manager of the Chicago branch of the 
Kewanee Boiler Co. and president of the Illinois chapter, 
explained that baseball promoters brought Babe Ruth to 
draw a crowd, and that the Illinois chapter induced Pro- 
fessor Willard to address the members of the chapter from 
time to time for a similar reason. Professor Willard 
thought that the analogy was not a very close one, espe- 
cially with respect to salary. 

A. V. Hutchinson, secretary of the American Society of 
Heating and Ventilating Engineers, always popular with 
the Chicago group, addressed the audience with reference 
to the annual meeting at St. Louis and some of the other 
activities of the Society. 

Samuel R. Lewis, chairman of the committee on re- 
search of the national body, reported that two contribu- 
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Exhibit of the Chicago Faucet Co., 
convention of the Illinois Master Plumbers’ 
Springfield 


Chicago, at the recent 
Association at 


‘ 


tions recently had been made to the research fund of 
$1,000 from Minneapolis and $1,000 from Chicago. The 
committee on research was scheduled to meet at Pitts- 
burgh on March 24. 

C. D. Brownell of Champaign, Ill., chairman of the ad- 
visory board of the research committee of the University 
of Illinois, told of the work that is being done by a group 
of contractors of the Illinois Master Plumbers’ Associa- 
tion. It was realized that there were many problems in 
plumbing and heating still unsolved. The outcome was 
that research was instituted at the University of Illinois. 
Donations of money were made by various manufacturers. 
The function of the advisory committee is to take care of 
financing, selection of subjects for research and the publi- 
cation of results. They are now starting on the second 
year of their program. 

Professor Willard was received with applause and spoke 
at léngth on this research work which is being conducted 
by Professor M. Fahenstock with reference to radiator 
covers, boiler tubes, etc. These data will be published in 
“Domestic Engineering’ as soon as they are released for 
publication. 

In addition to above the following 


those mentioned 
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guests were introduced: H. S. Card, editor of the ‘‘Weld- 
ing Engineer,’’ Chicago; Judge E. B. Cresap, secretary of 
the National Association of Fan Manufacturers; Prof. 
H. S. Philbrick, Northwestern University, Evanston, II1.; 
S. E. Bloom, past president, and B. E. Seamon, secretary 
of the American Society of Refrigerating Engineers. 

PLUMBING STUDENTS VISIT SEWAGE DISPOSAL 

PLANT 

Several Baltimore master plumbers accompanied the 
50 members of the classes at’the Vocational School of 
Plumbing in that city on a trip through the sewage dis- 
posal plant at Back River on Saturday, March 12. It is 
also planned to have the class visit the filtration plant at 
Montbello at an early date and several masters expect to 
join the boys. LeRoy M. Nicholson is the director’ of 
the classes. 





MINNESOTA CREDIT CONDITIONS SHOW IMPROVE- 
MENT 

The value of credit co-operation between merchants 
engaged in the same line of industry is proven by the re- 
sults of the activities of the plumbing supply dealers in 
Minnesota, as listed in a notice issued by D. R. Thomas of 
Minneapolis, secretary of the Central Western Credit Asso- 
ciation. 

“The plumbers must pay their bills,’ the report states, 
“for unless all purchases are discounted by the 15th of the 
month, no discount is allowed, and all indebtedness must 
be paid by the last of the month or no further credit is 
allowed. This produces almost 100 per cent discounting 
by the retail plumbing trade in the Minneapolis, St. Paul, 
and Duluth-Superior districts. In addition it makes better 
business men and collectors out of the retailers.’’ 
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Statistics compiled by the association show that of 
4,990 mechanics liens, amounting to a total of $1,003,- 
440.63, filed in Hennepin county, Minn., only 75, totaling 
$13,591.10, were filed by plumbing supply jobbers. In 
Ramsey county 1,622 liens were filed, totaling $421,805.14, 
and only 2, to the total amount of $566.04 were filed by. 
plumbing jobbers. In St. Louis county, 436 liens were 
filed, totaling $185,732.60, and none of them were by 
plumbing firms. 


NIAGARA FALLS ASSOCIATION ELECTS OFFICERS 

The Master Plumbers’ Association of Niagara Falls, 
N. Y., has recently elected the following officers for the 
forthcoming year: William Hallett, president; Howard 
Einsfeld, vice president; Fred R. Peuss, secretary; Charles 
Woolcock, treasurer. 


DETROIT CHAPTER A. S. H. V. E. HEARS DEAN 
ANDERSON 

One hundred and six members and guests of the Michi- 
gan Chapter of the American Society of Heating & Venti- 
lating Engineers gave President Dean F. Paul Anderson 
of the society, an enthusiastic welcome in the new Masonic 
Temple building at Detroit, Monday evening, March 14. 

Immediately after dinner the program committee ar- 
ranged some very interesting entertainment, and Presi- 
dent McIntyre opened the meeting with reports from the 
secretary and treasurer, respectively. J. L. Fuller was 
asked to report on the results of the Limited Chapter 
membership, and he outlined the success up to date of 47 
new members along with several applications for mem- 
bership in the parent body. The secretary was instructed 
to read the names of the new members and their em- 


ployers. 





eee 





“The EDDY SINK”’ 


Homes ~ cw 


TWO COMPARTMENTS built integral. 
RIGHT OR LEFT Washing Arrangement. 


NOW NATIONALLY ADVERTISED. 


Model LR-140 Flat Rim 


The “EDDY” Flat Rim Sink for tile walls where back is 
not neededfor can’t be used. Also adaptable for wood 
back and work _table—can be set for right or left washing. 





for greater kitchen convenience 
and utility in Apartments and 


PORCELAIN ENAMEL FINISH of real quality. 
ELIMINATES DISH PAN for washing dishes. 








Write for Illustrated Booklet 
and Our Liberal Dealer 
Proposition. 


THE D. A. EBINGER SANITARY MFG. CO. 


200 Lucas Street Columbus, Ohio 


Manufacturers also of Ventilated Closets, Urinals, Wash Sinks, 
Drinking Fountains and Steel Partitions for Toilet Rooms. 
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Chaco is guaranteed to do 
anything any other liquid 
will do. Contains no meal, 
fibre or filler of any nature 
to clog valves. Why pay 
higher prices when you can 
buy Chaco for less? 


Chaco can now be obtained 
through your jobber. 


The Chamberlain Co. 


PITTSBURGH, PA. 
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PRIER UNION ELBOW 


Trouble-Proof 


You can’t 
have any 
trouble with 
Prier Elbows. 
We inspect 
every one be- 
fore ship- 
ment. Our 
rejects are slight because 
of our high standards in material 
and construction. 


Write for Folder D. 


WALTER H. PRIER CO. .33'E22"Onic &. CHICAGO 

















Hajoca Rydal Shower Mixing Valve concealed in 
wall, rotating dial all china index handle and china 
wall escutcheon for 4 inch iron pipe. 


ee 





Haines, Jones & Capsury Co., Philadelphia 

















3 Times the Profit! 


Every time you sell a Whale-Bone-ite Seat you 
make three times the profit possible on a staple 
job. Don't waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 
Seat at a real profit. And the Whale-bone-ite sale 
means a satisfied customer! 


'WHALE-BONE-ITE stat 


THE BRUNSWICK-BALKE-COLLENDER COMPANY- CHICAGO 
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Past President J. R. McColl spoke briefly of President 
Anderson’s early activities in the society and of some of 
his accomplishments during his regime as director of Re- 
search Laboratories. E. E. McNair congratulated the so- 
ciety on having at its head such a capable man as Dean 
Anderson. L. A. Hardin of Buffalo called on for a brief 
talk, congratulated the chapter on its ability to increase 
its members by using the Limited Chapter membership 
appeal. 

President McIntyre of the Michigan Chapter introduced 
Dean Anderson as guest of the evening. President An- 
derson was enthusiastically greeted and spoke of Michigan 
as a great state of enthusiasm and energy and cited some 
of his early boyhood visits in Detroit. He emphasized the 
important part that engineers play throughout the nation 
by furnishing modern heating apparatus, which adds so 
much to the happiness and comfort of civilization, and laid 
great stress on some of the propaganda afloat against mod- 
ern ventilation in school buildings, and emphasized par- 
ticularly the value to be gained by young men being 
affiliated with the society. Completing his very interesting 
talk, he brought out the fact that success was not only in 
making money but by learning how to serve fellow-men. 

The members and guests were fortunate in - having 
Messrs. Widerhold, Homer and Cooper of the Pittelkow 
Heating & Engineering Co. escort them through the 
Temple to view the heating and ventilating installation. 





PLUMBING COMPANY DONATES MONKEYS TO ZOO 
A cage of thirty monkeys has been donated to the Fair 
Park zoo in Little Rock, Ark., by the Pettit-Galloway 
Plumbing Company of that city. A number of prominent 
firms of the city are donating various animals to the zoo, 
and the donation made by the plumbing firm promises to 
be one of the most popular. 





WASHINGTON, D. C., MASTERS MEET 

Members of the Master Plumbers’ Association, Inc., of 
Washington, D. C., held their regular monthly meeting 
in the Oyster Building, Tuesday evening, March 8. After 
the regular order of business was finished, those present 
were privileged to see how wrought iron pipe is made, a 
representative of the A. M. Byers Co., of Pittsburgh, Pa., 
showing a motion picture film that illustrated the various 
processes. 





Frederick 'T. Lawrence, Corning, N. Y., will install the 
heating and plumbing in the new Geneva, N. Y., grammar 
school. 


Obituary 


Argo Mauzy 
Argo Mauzy, Jonesboro, Ark., plumber, died suddenly 
at his home in Jonesboro, March 8, in his 34th year, 
Mr. Mauzy took his employes fishing and contracted 
poisoning which caused his death. 
John C. English 
John C. English, president of the City Plumbing Co., 
of East St. Louis, Illinois, died last week in San Antonio, 
Texas, following an operation. Mr. English was born in 
East St. Louis 62 years ago. His home, in later years, 
was: in Belleville, Illinois, to which city the body was 
brought for burial. He is survived by the widow and four 
children. Mr. English was very active in association 
affairs, and was an ardent worker for the organization. 
He served as treasurer of the Illinois Master Plumbers’ 
Association for several terms, over twenty years ago. 
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MEMBERSHIP BOOST ANNOUNCED AT C. S. D. L. 
LUNCHEON 

Featured by a large attendance, the luncheon-meeting 
of the California Sanitation Development League, which 
took place in the concert room of the Palace Hotel, San 
Francisco, March 3, was notable in a number of ways. 

President Ahlbach, of the firm of Ahlbach & Mayer, 
took the occasion to announce that, due to the eminently 
satisfactory results—‘real, tangible results’’—so far at- 
tained by the league’s radio publicity work during the trial 
period of the past month, when five hundred bona fide 
leads to new business had been secured, the officers had 
been authorized to sign a contract with the KPO broad- 
casting station to handle the league’s work through Hugh 
Barrett Dobbs, for a period of six months, beginning 
March 1. An interesting sidelight on the radio work was 
the announcement of a very substantial addition to the 
membership from local and outlying districts, secured 
largely through ‘‘radio-activity.”’ 

H. G. Newman, plumbing contractor of Oakland, then 
spoke encouragingly on the prospects for the passage of 
the bill providing for a state plumbing code at the present 
session of the legislature. Mr. Newman outlined briefly 
the objects of the bill, citing particularly the conditions 
to be corrected if it became law—conditions peculiar to 
California, in many respects. Mr. Newman is one of a 
committee of three appointed by the California State M. 
P. A., who have been getting behind the bill. W. Herbert 
Graham is chairman of this committee, and L. J. Kruse is 
the third member. 

Frank J. Klimm, as chairman of the day, then intro- 
duced the principal speaker, L. F. Byington, past presi- 
dent of the Native Sons of the Golden West, who kept the 
interest of the meeting well centered on his talk dealing 
with the early days of San Francisco history. Mr. Bying- 
ton is well qualified to talk on this subject, and, during 
the course of his remarks, he disclosed some of the most 
fascinating aspects of the early Spanish and Mexican oc- 
cupation of California as related to the history of the 
locality. 





NEW PLUMBING COURSE INAUGURATED AT 
UTICA, N. Y. 

Forty-five apprentice plumbers, employes of members 
of. the Association of Master Plumbers of Utica, N. Y., 
are enrolled in a new course at the Utica Free Academy 
for instruction in sanitation and the theory of plumbing. 

The course, which has been added to the curriculum 
of the part time school, provides a half day of instruction 
each week for registered apprentices. It is being spon- 
sored by the association of master plumbers and the local 
plumbers’ union. 

The apprentices attend school in the morning at full 
pay instead of in the evening on their own time as is 
often the case. Equipment has been donated by the 
Charles Millar & Son Co. and the Utica Plumbing Supply 
Company, Inc. 

Earl Harmon, a master plumber, who has had fifteen 
years’ experience in the trade, serves as instructor of the 
groups which attend each morning. In the afternoon he 
gives instruction to pre-employment classes, made up of 
full time students at the academy. 





A. F. Peaslee, 15 Lewis street, Hartford, Conn., has 
been awarded the general contract for the proposed four- 
story home for nurses to be erected on Jefferson street for 
the Hartford Hospital. C. J. Malmfeldt, Hartford, pre- 
pared the plans for a building 35x130 ft.. It will cost 
about $150,000. 




















Built Well 
V-Leck Joint 
















Patented 


Sectional view of 
joint turned up 
side down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 




















The Name Tells the Storys 


Built-Well Seats are made from carefully selected 
lumber. The lumber is kiln-dried by men who 
know how. Then each seat has the patented 
double-dowel V-Lock joint to insure long life. 


Furnished in six styles from plain or Quartered 
oak, golden, antique or natural color, imitation 
walnut, mahogany and ebony finish; also genuine 
mahogany or walnut and white ‘lacquer. The 
finish lasts. 


Let us send you our catalog. 


Built Wel My. Co. 


1458 W. KINZIE ST. CHICAGO 
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IT’S DIFFERENT! 


It’s “‘the LAST WORD” in SWINGING SPOUT 
LAUNDRY-TRAY FAUCETS 

\4-inch ‘‘Ground Joint’”’ Brass Unions— Heavy pattern 

—special designed clamps, adjustable vertically and 

horizontally. Clamping bolts, brass. Clamps attached 

to the extended body, below swinging spout. Can be 

had with folding spout for 3-part tub. 


Made Right—Priced Right 
WRITE YOUR JOBBER FOR PRICES 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. Chicago, Ill. 
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ROXY’S CHOICE— 
H. & C. GRILLES 


For The World’s Most Beautiful Theatre 




















The handsomely designed grilles in Roxy's theatre, New York 
City, were furnished by the Hart & Cooley Mfg. Co. Other 
splendid examples of H. & C. Grille installations include: 
MADISON SQUARE GARDEN, New York City; KEITH- 
ALBEE THEATRE, Brooklyn; RITZ TOWERS, New York 
City; HOTEL MANGER, New York City. H. & C. Grilles 
are specified by leading architects and builders for their superior 
qualities. 


H. & C. Enclosures or Grilles Blend Per- 


fectly Into Every Decorative Scheme of 
the Home or Public Building. 











Eclipses Bare 
Radiators 


The Enclosure for the Home 


that permits complete heating efficiency. A splendid combina- 
tion of WARMTH, PROTECTION and BEAUTY that is 
in perfect harmony with the most attractive interiors. Finished 
in Mahogany or Walnut grains, Ivory or any other desired color. 


No detail has been 
overlooked in 
making THER- 
MAINO the 
perfect enclosure. 
An ever increasing 
number of Build- 
ers, Architects and 
Decorators specify 
its use due to the 
superior qualities 
of Thermaino. 








HART & COOLEY MFG. CO. 
20 West Main St., New Britain, Conn. 


Gentlemen: 


Please send illustrated folder of Enclosures | 
Please send illustrated folder of Grilles 
(Kindly check squares for desired information) 
Name 
| 
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Women’s eA uxiliaries 


Tampa Auxiliary Officers Installed at Banquet 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation of Tampa, Fla., recently held its annual banquet 
at the Floridian Hotel. New officers were installed as 
follows: President, Mrs. O. E. Kruse; vice president, Mrs. 
George McGhan, Jr.; secretary, Mrs. W. T. McClellan, and 
treasurer, Mrs. Ed. Boismier. Mrs. W. E. McAndrew, pres- 
ident of the state auxiliary, and retiring local president, 
gave the address of welcome. Other speakers were: 
George E. McGhan, president of the Florida State Asso- 
ciation of Master Plumbers and Heating Dealers; Mrs. 
Frank Williams, corresponding secretary of the state aux- 
iliary; W. E. McAndrew, district vice president; Mrs. Ed 
Boismier, a director of the Women’s Auxiliary to the Na- 
tional Association of Master Plumbers, and Frank Wil- 
liams, past president of the Master Plumbers’ Association. 


Detroit Auxiliary Elects Officers 
On Tuesday, March 3, the annual business meeting and 
election of officers was held by the Women’s Auxiliary of 
the Detroit Master Plumbers’ Association. An interesting 
talk was given by the retiring president, Mrs. M. Snyder, 
who has filled the chair most efficiently for the last two 





Booth of Crane Co., at the annual Own Your Own Home Show 
in New York City 


, years. Officers elected for the ensuing year are: Presi- 
dent, Mrs. Margaret Mesnard; vice president, Mrs. Irene 
Davies; recording secretary, Mrs. Beth Collard; corre- 
sponding secretary, Mrs. Nellie Hughes; treasurer, Mrs. 
Minerva Snyder. Reports were read by the retiring offi- 
cers, and Mrs. Mesnard, newly elected president, gave a 
talk on the future work of the auxiliary. A dainty 
luncheon was served by the entertainment committee, of 
which Mrs. B. Collard was chairman. 

An interesting affair recently given by this auxiliary 
was a valentine party. The room was artistically deco- 
rated in red and white valentine colors by husbands of 
some of the members. Music was provided to entertain 
the guests and refreshments were served. The affair was 
a great success. 


Columbus, Ohio, Ladies’ Auxiliary Elects Officers 

The members of the Ladies’ Auxiliary of Columbus, 
Ohio, were recently entertained at the home of Mrs. Dana 
Duffy, 1082 Timberman road, at which time the election 
of officers took place. Mrs. Stanley Smith, new vice presi- 
dent for the Ohio state auxiliary, was elected president; 
Mrs. Henry LaPlante, vice president; Miss Marie Fischer, 
secretary, and Mrs. Floyd Probasco, treasurer. 

After a report of the convention and other business, 
refreshments were served. 
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On Tuesday evening, March 1, the Columbus Auxiliary 
entertained their husbands at a dinner dance at the 
Southern Hotel. This was given in honor of John Shetler, 
secretary of the Columbus Master Plumbers’ Association, 
who left the 11th of March for Ft. Leavenworth, Kansas, 
where he will attend the Officers’ Training School for four 
months. The invited guests in attendance were: Mr. and 
Mrs. Wm. H. Conklin and Mr. and Mrs. Phil S. Dreher 
of the Dreher-Conklin Supply Co.; Mr. and Mrs. Wm. P. 
Barrett of the Standard Sanitary Manufacturing Co., and 
Mr. and Mrs. James M. Grimm of the Columbus Supply 
Co. After a delicious chicken dinner, dancing and card 
playing were enjoyed until a late hour, and everyone felt 
that the affair had been a real success. On March 8 a 
meeting was held at the home of Mrs. William Fischer. 
The Columbus ladies are planning a series of social 
events for the remainder of the year. 

Orlando Auxiliary Gives Dinner 

Orlando, Florida, Women’s Auxiliary No. 3 entertained 
the master plumbers on March 10 at the annual dinner 
at the home of Mr. and Mrs. D. W. Bowers, about twenty- 
five being present. Two large rooms were thrown into 
one, and tables were set in the form of a letter H, with 
St. Patrick’s Day decorations and masses of calendulas. 
An original poem with hits at each of the masters was 
read and caused much merriment. Remarks were made 
by O. W. Rish, Mrs. F. R. Fanning, Charles Stuckie, D. 
W. Bowers and others. Gifts were presented to Mrs. 
Fanning and Mrs. Ruth Neff by Mrs. Riecken in appre- 
ciation of their kind assistance during the past year, and 
all departed at a late hour voting the evening one of 
the auxiliary’s happiest. 

Another interesting affair was a dinner at the Edge- 
water Hotel at Winter Garden, Fla., when the members 
of the auxiliary were guests of the master plumbers. 
Dinner was served at 7:30, after which a short business 
meeting was held. After-regular business and reports of 
the secretary and treasurer were disposed of, the election 
of officers resulted in the unanimous choice of the follow- 
ing: President, Mrs. F. R. Fanning (re-elected); vice 
president, Mrs. W. E. Leutsch; secretary, Mrs. D. W. 
Bowers (re-elected); treasurer, Mrs. W. F. Mann (re- 
elected); sergeant-at-arms, Mrs. E. S. Stradley. The 
president appointed Mrs. Charles Stuckie, as social chair- 
man, and Mrs. Bowers as publicity chairman. 

Luncheon Served to Denver Auxiliary 

The Ladies’ Auxiliary to the Master Plumbers’ Associa- 
tion of Denver, Colo., met at the home of Mrs. R. A. 
Hurley, 3374 West Thirty-second avenue, on March 10. 
A delightful luncheon was served at one o’clock by the 
hostess. After the business meeting, cards were enjoyed. 
Mrs. John Hensler, who had been ill for some time, was 
welcomed back to the meetings. On March 19 a public 
card party was given and many master plumbers and their 
friends were present. 

San Francisco Auxiliary Gives Card Parties 

The ladies of the San Francisco Auxiliary have given 
two delightful card parties recently, with another party 
in prospect. February 26 was the occasion of the first 
one, when Mrs. Phillip Tabaco secured high score at 121, 
and Mrs. Delano and Mrs. Fred Gomeron tied for second 
and third place at 120. Mrs. Petersen rendered a number 
of vocal selections accompanied by Mrs. Lyons at the 
piano. On March 38, the ladies held their regular meeting 
which was followed by twelve tables of whist. A number 
of very beautiful prizes were given, following the an- 
nouncement of the scores, the winners being Mrs. Loretz, 
Mrs. Tabaco and Mrs. Huber. On April 2 the ladies are 
planning a dinner for the master plumbers. Mrs. Petersen 
heads the committee in charge of arranging the program. 
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‘“‘CHICAGO”’ 
No. 2 


Power Pipe Thread- 
ing Machine 


For 
Production and Precis- 
ion Threading 


PORTABLE 


Capacit ’ to 2” Pipe 
ities i to1’ Bolt 
FEATURING: 

1. Quick Die Change 

2. Automatic Die Head 
3. Three Speeds 

4. Perfected Oil Control 


Send for Catalog. 




















CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS. U.S. A. 














“SANITIFIC’’ 
Waste and Vent Fittings 


(Patent Pending) 


Lavatory and Sink 
Stacks 


More Economy—Greater Efficiency 


ONLY TWO PIPES 














One, Two or Three Waste 
Connections. For Wrought 
Pipe; 114-inch and 2-inch. 
For Cast Iron Pipe; 2-inch 
only. 


The enlargement in the 
waste stack from below the 
fixture inlets to the top of 
the connection to the vent 
stack, is equal in area to 
both stacks and serves the 
purpose of the branch vent. 
All waste connections are a 
“TY” formation and dis- 
charge separately into the 
stack. Any of these fittings 
may be installed within a 
standard 2 x 4-inch Stud 
Partition. 











For complete information 
and prices 




















Write to 
Central Specialty Co. 
trove, _| DETROIT :: MICH. 
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Approved by All 
Users! 


Moore Radiator Hangers 
have won the approval of 
users everywhere. 


When you see one, you'll 
know why. 


They combine the best 
in metals and workman- 
ship with long years of 
service. 


Ask Your Jobber 
Bottom Hung 
WwW. 


all Carty & Moore Eng. Co. 


Single Row 
(Incorporated) 
611 W. Larned Street 
DETROIT, MICH. 














Type C. V. Fig. 2234 — Single Model Vacuum Pumps 


DEPENDABILITY 


is an essential requirement of all apparatus entering 
into the equipment of every worth while project. 


Economy Centrifugal Vacuum Pumps 


embody every requisite of high class equipment. They 
are well moto with ample reserve power. They 
never burn out, co’ uently shut downs are avoided. 
They are guaranteed for performance and quality. 








Economy Pumping Machinery Co. 
87 N. Curtis St. ss CHICAGO 
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New Business “Uentures 


John Keating has opened a plumbing and heating busi- 
ness in Loveland, Colo. Mr. Keating had been employed 
in Loveland as a journeyman plumber for a number of 
years. 

The plumbing and hardware store for many years con- 
ducted by B. P. Thomson at Alexandria Bay, N. Y., has 
been sold to Lucius L. Britton, who has also purchased 
the building. Before purchasing the business in 1913 
Mr. Thomson was for 19 years head of the plumbing 
department for the former owners, W. H. Thomson & Son. 


Henry H. Niebuhr has purchased the interests of Wil- 
liam F. Baker in the plumbing firm of Baker-Niebuhr 
Plumbing Co., La Crosse, Wis., and will operate it under 
the name of the Niebuhr Co. The company was organized 
in 1891 by Albert B. Fetter and in 1900 the name was 
changed to Fetter-Baker-Niebuhr. Mr. Fetter retired in 
1907 when Mr. Baker and Mr. Niebuhr took it over. 














H. E. Speth, Davenport; R. L. Smith, Hoffman Specialty Co., 

Chicago; George Quest, Blake Specialty Co., Rock Island, IIl.; 

E, A. Dolge, Crane Co.; and R. F. Winterbottom, Winterbottom 

Supply Co., Waterloo, at the recent convention of the Iowa 
Master Plumbers’ Association, at Waterloo 


Business é hanges 


John T. Dorsey has succeeded to the plumbing business 
of Hulbert & Dorsey at 208 North Wells street, Chicago. 

N. J. Previati of Oakland, Calif., has recently moved 
into his new place of business at 9003 East Fourteenth 
street in that city. 

E. N. Cunningham & Co., Portland, Me., are moving to 
a new place on Cumberland avenue in that city. The 
plumbing concern has a well planned showroom and shop 
at the new location. 


William D. Evans, 6607 Telegraph avenue, Oakland, 
Calif., recently bought out the interest of Mr. McNeal, his 
former partner, and he will in the future conduct the 
business under the name of the Wm. D. Evans Plumb- 
ing Co. 

Tom Martin, who has conducted a plumbing and heating 
business at Hillsboro, Ill., for a number of years, will sell 
his business and his other property in that town and will 
move to Phoenix, Ariz. Mrs. Martin and their son have 
been in Phoenix for some time, having gone there because 
of her health. Mr. Martin plans to re-enter the plumbing 
and heating business in Phoenix. 


Roy J. Plank recently purchased the stock and fixtures 
of the plumbing and heating business of J. Edw. Miller, 
North Main street, Red Lion, Pa. Mr. Plank was a mem- 
ber of the firm of Miller & Plank, which conducted the 
business at the same address several years ago, but sold 
his interest to Mr. Miller in 1924. Mr. Miller then con- 
ducted the business until its purchase by Mr. Plank, 
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This &° That, Here &? There 


Bids for the construction of a two-story reinforced 
concrete, brick and cast stone trim high school building 
at Starkville, Miss., have been invited. The building is 
to cost approximately $125,000. Claude H. Lindsley, 
Lamar building, Jackson, Miss., is the architect. 

F. H. Murphy was elected president of the Oregon 
Building Congress, Portland, Oregon, at the annual elec- 
tion held recently. This organization is a group of rep- 
resentative men sponsoring the vocational and apprentice- 
ship schools of Portland. H. R. Kreitzer was elected 
vice president; V. C. Stetson, secretary; and J. S. Seed, 
treasurer. 

A bond issue of $130,000 was assumed by the voters 
of Chehalis school district, Chehalis, Wash., March 5. 
This is to be used for a new high school building of 18 
rooms, two stories high with dimensions 214x66 ft., of 
concrete and brick construction. R. E. Bennett is super- 
intendent of schools and J. DeForest Griffin is architect 
in charge of plans. 

Lewiston, Idaho, is to have a new bank, store and 
office building to cost $55,000, work to start within thirty 
days. Howard Baker is designer and Dr. O. C. Carsaw 
is the owner. ; 7 

Cariboo Hotels, Ltd., will build a chain of tourists’ hotels 
and service stations along the Cariboo highway. The first 
one of these will be built at once at Chapman, B. C., and 
will cost $25,000. 


An apartment building to cost a million dollars is 
under way in Seattle, Wash. The owners of the proposed 
structure are the Exeter Company, with offices in the 
Skinner building. Architects Stuart & Wheatley are pre- 
paring plans, according to F. J. McCurdy, vice president 
and general manager. He states that preliminary plans 
provide for a fire-proof structure either ten or twelve 
stories high, the first three or four stories to be used for 
storage of the tenants’ cars and the remainder of the 
upper floors for apartments de luxe. D. H. Yates is sec- 
retary and treasurer of the Exeter Company. 

Easson & Hart, general contractors, with offices in the 
Pacific building, Portland, Oregon, are starting a $65,000 
apartment house that is a departure from similar build- 
ings in the city, in that each suite will be two stories, 
with three rooms on the first floor and two on the second. 
Front and back entrances to each and individual base- 
ments will be included. Oil burner steam heat will be 
installed. The Alaska Plumbing and Heating Company 
has the plumbing and heating contracts. 


The Eastern Oregon Light and Power Company will 
build an office structure in La Grande, Oregon, for the 
use of the company. Plans were prepared by Fitz-Hugh 
Scott of Milwaukee, Wis., but C. B. Miller, architect of 
La Grande, will have charge of details and construction. 
A unique feature will be a vapor steam system for pro- 
viding heat, and model electrical installations. 


The Twin City Plumbing & Heating Co., 1519 East Lake 
street, Minneapolis, Minn., has been awarded the plumb- 
ing and heating contracts on a three-story apartment 
building being built at Thirty-third street and Pillsbury 
avenue by Peter Sundquist at a cost of $75,000. 

Bids will be received by the Villa Sancta Scholastica 
School, Duluth, Minn., for a five-story, 52x190 sem- 
inary building in Kenwood Park in that city, to cost 
$200,000. The building will have a steam heating sys- 
tem. O’Meara & Hills, 1611 Pioneer building, St. Paul, 
are the architects. 














A 


can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, Ill. 


Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
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Charles Beckingham, Sault Ste. Marie, Mich., has bee: 
| awarded the plumbing contract on the six-story hotel being 


built in that city at a cost of $250,000 by the Ojibway 
PAINE TOGGLE BOLTS | Park Hotel Co., hi R. G. i i 


of which Ferguson is president. 
**The Most Practical Toggie’’ 





Pond & Pond, Martin & Lloyd, 6 North Michigan avenue, 
Chicago, Ill., are the architects. 


Contracts for plumbing and steam heating will soon be 
| awarded on a four-story, 60-room hotel at Rhinelander, 
Wis., to be built for Mrs. Josephine Bronk at a cost of 
$200,000. The general contract has been awarded to H. J. 
Selmer, Green Bay, Wis. Alfred Fleck, Green Bay, is the 
architect. 

Chas. Conner Co., 99 South Eleventh street, Minneapo- 
lis, Minn., has been awarded the plumbing and steam heat- 
ing contract in the high and grade school at Whitewater, 
Wis., with a bid of $35,247. 

F. M. McCarthy, Mitchell, S. D., with a bid of $9,400, 
has been awarded the plumbing and heating on the three- 
story, 65x85 court house at Armour, S. D. 





The Toggle with the “Spring Wings” 


Save Their Cost in Time and Patience A three-story apartment building, with a central steam 


| heating plant and electrical refrigeration system, will be 
ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED | 


SIMPLEST AND QUICKEST 





Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. 33 Chicago, Illinois 


Stocks f 33 Warren Street, New York City, New York 
Carried | 915 Bryant Street, San Francisco, California 









































( Booth of the Fitzgibbons Boiler Company of New York City 
24-Hour Delivery at the Own Your Own Home Show in that city 
Easy to’Inseall 
Easy;to Maintain 
Thordughly Réliable 


vV¥¥ 


built at Forty-ninth avenue and Dodge street, Omaha, 
Nebr., by Andrew Anderson, to cost $90,000. An architect 
will soon be selected. 

Interstate Plumbing & Heating Co., 3315 Hickory 
Engineering Service j street, Omaha, Nebr., is low bidder with a bid of $7,700 
on the plumbing and steam heating for the two-story 
chemical engineering building at the Iowa State College, 
Write for Catalog Ames, Ia. 

The L. E. Roberts Plumbing & Heating Co., 307 West 
Fifth street, Waterloo, Iowa, has been awarded the plumb- 
ing and heating in the 48x125 ft.-church being built in 

Heads that city for the Trinity Lutheran Congregation at a cost 
5-150 Feet of $90,000. Their bid was $9,208. 

P. J. Gallagher, Faribault, Minn., with a bid of $70,115, 
was low on the plumbing and steam heating on the four- 


CHIC FAO PUMP COMPANY | story, 188x195 ft., memorial building to be built at the 


444 


Capacities 
10-1500 GP. M: 








SEWACE~CONDENSATION-CIRCULATING Iowa State College, Ames, Iowa. 
1 BILCE- FIRE~ HOUSE- VACUUM 4 A. L. Ward, Aberdeen, S. D., proprietor of the Ward 


Serer , ge CHICAGO, ILL. Hotel, which recently burned, is having plans made for a 
} | new six-story, 70x140 ft., 150-room hotel to cost $300,000. 
Ellerbe & Co., 692 Endicott building, St. Paul, Minn., are 
the architects. 


| The Healy Plumbing & Heating Co., 278 West Fourth 





@* 
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street, St. Paul, Minn., has been awarded the plumbing 
and steam heating contracts on the four-story, 65x250 ft., 
science hall to be built at Randolph street and Cleveland 
avenue in that city by the St. Catherine’s College, at a 
cost of $250,000. 

Architect John W. Maloney, Yakima, Wash., is calling 
for bids on the $250,000 high school. B. F. Kumler is 
secretary of the school board. The site for this building 
embraces 20 acres and will be fitted for a playground and 
athletic field. 

Officials of the Kansas City Southern Railway Co. have 
completed plans and specifications for the erection of a 
station at Many, La. The building is to be of brick and 
stucco. The estimated cost has not been announced. 

Wogan & Bernard, architects of Baton Rouge, La., are 
preparing plans and specifications for a two-story annex, 
55 by 168 ft., to the Reymond department store in that 
city. The building is to be of brick. The ground floor 
will house a beauty shop, restaurant, and barber shop for 
women. An auditorium to seat 300 persons is to be on 
the second floor. It has been announced that the remodel- 
ling will be carried out according to plans worked out by 
V. L. Lane, western manager for the Grand Rapids Show 
Case Co. Contract bids will be invited in about thirty 
days. 

E. A. George, architect of Shreveport, La., is preparing 
plans and specifications for general contract bids for the 
construction of a church building for the Trinity Baptist 
negro congregation, of that city. 

The City of Detroit is preparing plans for an emergency 
pumping station which will cost one million dollars. The 
station will be located on East Jefferson avenue and Fair- 
point avenue. 

Gustavus Adolphus College, St. Peter, Minn., is having 
plans made for a 38-story 45x175 ft. dormitory building 
to cost about $150,000. Dr: O. J. Johnson is president. 
Magney & Tusler, Inc., 126 South Ninth street, Minneapo- 
lis, are the architects. 

W. B. Foshay Co., Ninth street and Second avenue S., 
Minneapolis, Minn., will build a 12-story, 70x70 ft. office 
building at the corner of Marquette avenue and Ninth 
street, at a cost of $750,000. Magney & Tusler, Inc., 126 
South Ninth street, are the architects. 

Contracts for the plumbing and heating of ten single 
houses for George M. Coughlin, Bridgeport, Conn., have 
been awarded to Daniel Finnegan, Pembroke street, 
Bridgeport. 

The Paul E. Mueller Co., Milwaukee, Wis., has been 
awarded the heating contract and the Louis Hoffmann Co., 
Milwaukee, has been awarded the ventilating contract for 
the Holy Angels’ Academy under construction at Twelfth 
and Cedar streets, Milwaukee. 


The Board of Education, Minneapolis, Minn., will soon 


take bids on the 2-story Julia Ward Howe grade school at. 


Forty-third avenue S. and Thirty-eighth street, to cost 
$200,000. 

John W. Clark, executive secretary of the Maryland 
Master Plumbers Association, announces to those master 
plumbers and journeymen affected that the plumbing 
board of Baltimore is meeting each Tuesday and Thursday 
during March and April to renew licenses for all masters 
in the district. Under the law in that city, masters must 
renew their licenses each year. 

George Tumbleson, of the plumbing firm of Tumbleson 
& Branch, Norfolk, Va., recently took a pleasure trip to 
New Orleans. 

John E. Chapman has been awarded the heating con- 
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MIDLAND crevice FLASHINGS 


The Yellow Label is your protection ao Kansas City, Mo. Newark, N. J. 


Made from virgin 
pig lead by a pat- 
ented process that 
assures you of 
a pliable lead flash- 
ing free of air pock- 
ets and cracks and 
of uniform thick- 
ness. Heavy calk- 
ing ring inside. No 


joints tocomeapart. 
. a *) Will fit any pitch 
“MIDLAND” cman tana FLASHING roo c 
MHOLAND METAL MANUFACTURING OO Ask your jobber. 





Midland Metal Mfg. Co. 








inferior imitations. Insist upon it 

















PND FL O OR 


CEILING 
PLATIES 


Look for this Box and Label 
iia Order thru Your 
Asked k-3-¥-} 1-1 a 
THE 


BEATON &CORBIN 
MFG.,CO. 


Southington, Conn. 











CURTIS 


PIPE CUTTING AND 
THREADING 


MACHINES 
give Economy—Speed—Reliability 


Cut shows one of our 
No.442 Direct-connected 
Electrics which has a 
range from |—4 inches. 
This model and our 2 
and 3 inch models are 


readily PORTABLE. 


There is a CURTIS for your work. Hand- 
It-Electric Models to 16 in. 


THE CURTIS & CURTIS COMPANY 
318 Garde St., Bridgeport, Conn. 
Most Threads per Dollar Invested 























Domestic ENGINEERING’s Advertising 
Editorial Service makes advertising easy 
for you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 


DOMESTIC ENGINEERING 


19090 PRAIRIE AVENUE, CHICAGO, ILLINOIS | 
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IBIL. 


& SIMPLEX Drains 


are practical and simple 








This drain has no complicated and unnecessary parts. Too 
many parts hinder instead of aid proper drainage. Every 
type of SIMPLEX Drain is shipped with a test cap when 
specified. 

The Double Drainage slots are protected with a paraffin 
coating which is easily removed with a sharp instrument 
when the job is finished. 

The adjustable strainer head permits adjustment by 
1-32-inch to 3-8-inch after the drain is installed 

A blank strainer plate is shipped with each SIMPLEX 
Urinal and Shower Drain. This blank plate is removed 
when the job is completed. 


BLAKE SPECIALTY COMPANY 
ROCK ISLAND, ILLINOIS 


Canadian Service: All Crane Company Branches 


















Has there been such a book 
compiled on steam, water, air, 
gas and oil specialties as the - 
McAlear Catalog No. 28. 
Every word in it is of money 
saving value to the plumbing 
and heating contractor. 


For instance, on page 16 are 
complete service, construc- 
tion and installation data for 
McAlear No. 235 Pressure 
Reducing Valves. These 
valves are used in connection 
with steam, water, air, gas 
and oil or any other service 
requiring positive control of 
reduced pressures. 


Get the McAlear Catalog 
No. 28 for the time it will 
save you every day. 


cucaco #EPAS ALEAR (AF G-CE-wuunors 





tract and J. B. Farnsworth has been awarded the plumb- 
ing contract on the new National Stores in Boston, Mass. 
Both concerns have headquarters in Boston. 


Charles T. King, master plumber and heating contracto 
of Baltimore, Md., accompanied by Mrs. King, was 
passenger on the recent trip of the Leviathan from New 
York City to Boston, where the ship was put in dry dock 


| Mr. and Mrs. King were the guests of one of the vic 


presidents of the United States Shipping Board, and tool) 
part in the many functions and festivities held at Besto: 


| in honor of the distinguished company of approximately 


75 who made the trip as guests of the board. While in 
Boston, the party was entertained by the Maritime Asso 
ciation, and attended various social affairs, including a 
reception at which Governor and Mrs. Fuller of Massachu 
setts were in the receiving line. 

In the new $140,000 B. P. O. E. Naval Lodge Building 
at Port Angeles, Wash., the heating contract has been 


| let to J. C. Breitlaugh, and Taylor & Hughett have been 


awarded the plumbing. Both of these firms are located 


| in Port Angeles. 


Rushlight, Hastorf & Lord of Portland, Oregon, have 
been awarded the plumbing contract on the new Maltby 


| & Thurston hotel at Centralia, Wash. 




















Top picture, left to right: E. F. Wright, plumbing inspector, 
Concord; J. H. Turner, plumbing inspector, Newton.—Lower 
picture: J. Harry MeGourty, secretary West Newton associa- 
tion; Peter L. Murphy, Standard Sanitary Mfg. Co.; John J. 
Gibbons, Waltham.—At the recent plumbing conference at the 
Massachusetts Institute of Technology at Boston 


M. Morton of Yakima, Washington, has secured the 
contract for plumbing and heating on the Mitchell Apart- 
ments, comprising 16 suites. 

W. A. Bodell & Company, Commerce street, Bluefield, 


| W. Va., have been awarded the plumbing and heating 


wm pone on the remodeling job at Bluefield, W. Va., for 
the S. S. Kresge Company of Detroit, Mich. The contract 
prea to $50,000. 

George Hickey of Manchester, N. H., has the heating 
and plumbing contracts on the new Roman Catholic 
school in that city. 

Edward Viner & Co. of Worcester, Mass., will install 
the plumbing in the new town hall at Spencer, Mass. 


| The heating and ventilating will be done by A. Burlingame 


| 


Co. of Worcester. 
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Buerkel & Co., Inc., 4 Union Park street, Boston, Mass., 
will do the plumbing for the apartment houses at 14-66 
Dundee street, Boston, for the Shawmut Real Estate Trust. 

Tucker & Rice Co., Worcester, Mass., has the contract 
for installing heating and plumbing in the new bank 
building for the Westboro, Mass., Savings Bank. 

Modern Heating & Engineering Co., 80 Boylston street, 
Boston, has the plumbing contract for the theater and 
business block at Warren and Waverly streets, Boston, 
for Simon Rudnick. 

The Pacific Telephone and Telegraph Company, Port- 
land, Oregon, has announced plans for a new building for 
an east side exchange, to cost $250,000. The completed 
project, which it is not expected will be achieved before 
1929, will total, with all equipment, $1,500,000, according 
to C. E. Hickman, general manager. Preliminary plans 
and surveys are to be started at once. 


J. E. Bennett, Portland, Oregon, has commissioned 
Elmer E. Feig, architect in the Western Bond and Mort- 
gage building, to prepare plans for a four-story brick 
apartment house to be erected at Twenty-fourth and 
Weidler streets, at a cost of $125,000. It will contain 
40 two and three-room suites with every modern con- 
venience, including electric dishwashers. 

R. S. McCook, architect at Lake Charles, La., ‘has pre- 
pared plans and specifications for the erection of a church 
building in that city, to cost about $130,000. A campaign 
to raise this amount of money was begun in Lake Charles, 
March 13, by committees of the Broad Street Methodist 
Church. The auditorium is to have a seating capacity of 
900, and the Sunday school class rooms are to accom- 
modate 1,000 persons. The building is to be of brick. 


The board of directors of the Chamber of Commerce of 
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Pascagoula, Miss., have taken favorable action on a pro- 
posed hotel in that city, and the directors have promised 
to take definite action in the matter at once. Since the 
project is only in a formative state at present, details are 
not available as to the type of building proposed. It may 
be said in passing that Pascagoula, in common with other 
cities along the Mississippi Gulf coast, is in the line of 
tremendous developments, and the construction interests 
have participated in the prosperity of the section. 

A fire-proof structure of seven stories, containing 154 
rooms, to be divided into 33 apartments and 54 hotel 
rooms, all equipped in the most modern manner, will be 
erected in the near future at Jackson, Miss. Plans and 
specifications of Emmett J. Hull, architect, at Jackson, 
Miss., are being prepared, and will be ready for contract 
bids in about sixty days. The building is to cost ap- 
proximately $300,000. 

Sellman Brothers, who operate motion picture theaters 
in several cities in Mississippi, have announced that they 
plan to erect a theater in the near future at McComb, 
Miss. Details of this proposed building have not as yet 
been disclosed. 

Carl Matthes, architect of Biloxi, Miss., is preparing 
plans and specifications for a baseball park and stadium 
at Biloxi, to cost approximately $31,000. 

Improvements involving approximacely $20,000 are in- 
cluded in the tentative plans for enlarging the court house 
at Gulfport, Miss., according to the specifications sub- 
mitted by Harkess & Lockyear, architects of that city. 
The north and south wings of the building are to be 
widened. 

Alex W. Norma, architect, 1631 Constantinople street, 
New Orleans, La., is preparing plans and specifications 





You are missing a 
money-making 
opportunity if 
you are not selling 
Kaustine Septic 
Tanks in the un- 
sewered districts 
of your territory. 
Easy to instaliand 
big profits on 
each job. 


All that is best in 
design, construc- 
tion and mate- 
rials, you will find 
in Kaustine Septic 
Tanks —plus the 
satisfaction of 
selling a product 
that is nationally 
knowmand highly 
regarded. 


Gbaue 


for Profits 


Write for free data and Hand Book No. 30 


KAUSTINE COMPANY, Inc., Buffalo, N.Y. 





and Satisfaction 


Canadian offices and factory at Dundas, Ont. 
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Fittings represent 


the BEST in red 


brass and superior 


workmanship 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 























NIEDECKEN SHOWER |\ 


PATENTED 








A 


PERMANENT 
HIGH GRADE 
FIXTURE 








The OLD Way 


A SHOWER OVER THE ORDINARY TUB 


The Shower is operated by the Niedecken Mixer, it is 
easily ins‘alled at end or side of the tub already in 
place by branching into the bath supplies. 


Write for Bulletin D. 10-X. 


HOFFMANN & BILLINGS, MFG. Co. 
WwaunK Ee Ee. wu. 


ms ok Ss. A. 
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for the construction of a steel frame, brick, terra cotta 
and stone trim church building in Algiers, La., for the 
Holy Name of Mary congregation, at an approximate cost 
of $150,000. It is expected that bids will be invited in 
the very near future on this project. 

W. A. King, president of the Chamber of Commerce at 
Olla, La., has announced that a new city hall is to be 
built jointly by the Olla Chamber of Commerce and the 
town government in the near future. The Chamber of 
Commerce is also negotiating for the construction of a 


new depot at that town, by the Missouri Pacific Railway Co 








A Girls’ Grammar school will be erected at Hinckley, 
Me., and the plumbing and heating contracts have been 
awarded to O. A. Burrill & Co., Skowhegan, Me. 

Plans and specifications for a $200,000 addition to the 


| Junior High School in Aberdeen, Wash., are being com- 


pleted by Architects Naramore & Manke, Central building, 
Seattle. Clarence W. George, associate architect, of 
Aberdeen, will soon be ready to receive bids. 














Top picture, left to right: Daniel J, Lynch, Meriden, Conn.; 
Thomas Cairns and‘ W. R. Styles, both of E. B. Badger & 
Sons Co., Boston.—Lower picture: E, C. Umber, Middleton, 
secretary Connecticut state association; P. J. Brown, Middle- 
ton, president Connecticut association; A. B. Dibble, New 
Haven, vice president Connecticut association; W. P. Brown, 
Springfield, Mass.—At the recent plumbing conference at the 
Massachusetts Institute of Technology at Boston 


Bids on a new $50,000 addition to the Hotel Leopold 
in Bellingham, Wash., will be called in May. Plans call 
for a seven-story building, 110 ft. on Cornwall street and 
125 ft. on Chesnut street, to have 150 rooms, coffee shop 
and new lobby. 

Plans have been completed for the Canterbury Invest- 
ment Co., National Bank of Commerce building, Seattle, 
Wash., covering the construction of a $40,000 two-story 
store and office building of class A construction at 2400 
First avenue. Construction work will be carried out by 
the Fireproof Construction Co., Lloyd building. 

At the general city election held in Seattle, Wash., 
March 8, the voters passed favorably on a $900,000 bond 
issue for a Civic Auditorium, Exposition Building and 
Recreation Field, and it is announced that work will start 
by July 1 and be completed by January 1, 1928. At the 
school district election, held at the same time, bonds for 
$2,400,000 for new buildings and additions to existing 
structures were voted favorably. 
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: Swimming - Pool News 
t 
n David Matheny and others are interested in the con- 
struction of a swimming pool in Hough Park, Mannington, > - 
W. Va. Pabst Nipples mean clean cut threads 


of sturdy holding qualities. No time 


c The Pence Lake Hunting Club of Nevada, Mo., has a : 8 
is lost where Pabst Nipples are used. 


proposition under advisement for the construction of a 
large swimming pool on its land-on Highway 71, six miles 


A north of Nevada, Mo. ‘ 
“The Same old Name Since 1844’’ 


At Vancouver, B. C., a contract has been let for the 
FRED PABST CO., Mfrs. 


erection of a $450,000 beach club on English Bay. It 
917 Juneau Ave. Milwaukee, Wis. 


PABST Good NIPPLES 


ASS S SUL SILL LL eM LLL LE ea 


WADE DOWN SPOUT 


Ask your jobber. 








Minneapolis, Minn., is to begin improvement of Lynn- 
hurst Field as a playground this coming spring, and will 
construct wading pools. 




















Cen ae 


The park board of Fargo, N. D., of which Harry How- 
land, 1309 9th street, South, is chairman, is planning to 
ask the voters at the spring election to vote $50,000 for 
swimming pool bonds. 


oe lad 


oe am Sta anaes 


W. G. English, Chapman building, Los Angeles, Calif., 


has let the contract for construction of a swimming pool 
building on the corner of Gordon street and Sunset boule- 
vard. It will contain four pools, a turkish bath, lockers, 
dressing rooms, etc. 


The city of Clifton, Ariz., will construct a swimming 
pool and baths. 





SWIMMING POOLS AND SANITATION 


No one with a cough, cold, infected eyes, ears or skin, 
or any other infectious disease, should use a public swim- 
ming pool, is the advice of Arthur S. Bedell of the Divi- 
sion of Sanitation of the New York State Department of 
Health. , 

“Like the little red school house on the hill,’’ said Mr. 
Bedell, “the old swimmin’ hole is rapidly becoming a joy 
of the past. The modern drift from the country to the 
city, the automobile, the depletion of many of our smaller 
streams and the increasing pollution of the waters adja- 
cent to our large communities, have all had a part in cre- 
ating a need for artificial swimming pools. The ever in- 
creasing number of these pools and the heavy patronage 
by the public have developed a public health problem 
that should be given due consideration by local public 
health authorities. 

“As a means for providing healthful recreation for 
large numbers of people, the swimming pool is taking first 
rank in civic life, for swimming is one of the most health- 
ful exercises. The co-ordination of all the muscular ac- 
tivities of the body with deep breathing produces a won- 
derful sense of exhilaration and well being. 

“In making use of these public or private institutions, 
citizens have a right to assume that all due precautions 
for health and safety have been taken by those in charge. 
Is this faith justified in your community? Scum gutters, 
a circulating water system provided with filtration and 
sterilization apparatus, specially designed inlets and out- 
lets, and a vacuum cleaning apparatus, when properly de- 
signed and utilized, should maintain the water and the 
pool in a sanitary condition for your use. If bathing suits 
are used, they should be of undyed, lintless material. If 
suits are provided by the pool management, be sure that 
they are laundered and sterilized before each use.” 





Howard Miller, a capitalist of Crystal Springs, Miss., 
is reported to be preparing to erect a number of brick 
store buildings: on Jackson street in that city, as well as 
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Are 
Preferred! 






WRITE FOR 
CATALOG 


: Wade Iron 
 Satelee Sanitary Mfg. Co. 


551-53 Fulton Street 
CHICAGO, ILL. 
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— it’s a drain line handling acid 

—your customer is tired of 
repairs 

— you are tired of making them 

—he wants to quit spending 
money 

—you want to make a good 
profit 


There’s only one answer 
USE DURIRON! 


Duriron is produced only 


2% DURIIRON tarren’cnis 





DAYTON: OHIO 
You would 


not think of missing your daily 
paper, yet it does not begin 
to help you as your business 
paper, so why not spend a 
minute to send in your sub- 
scription. You will soon realize 
the tremendous help you 
have been doing without. 


Ps DR 75 Or aE 


SMM ss Sms 























a gasoline service station. 
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Bath a Day —Alovement 
“The Story of the Bath,’ the interesting booklet published 
in the interest of good health, and the teaching of proper 
bathing methods in the schoo!s, is 
easily procured by writing “Domestic 
Engineering.” This attractive story 
of bathing is of value both from a 
historical standpoint as well as one of 
interest. Children like to read it and 
see the clever illustrations in the mar- 
gin, and often take it home to be read by their parents. This 
creates a desire on the part of home owners for improvements in 
their old plumbing equipment. Ask for a copy of the booklet 
today, and plans for a Bath-A-Day campaign in your city. 
ANY unusual and ‘interesting results of the use of 
M. “The Story of the Bath’’ have been called to our 
attention, and this week we take pleasure in quot- 
ing a letter from L. A. Britten of St. Johns, Mich., as 
follows: 

“Gentlemen:—I have put copies of ‘The Story of 
the Bath’ in the hands of the county Red Cross 
nurse. She has distributed them through the coun- 
try and village schools all over the county. The 
hygiene classes receive the booklet with great enthu- 
siasm. The younger children as well as the older 
ones in the grammar grades receive buttons as soon 
as they take two baths a week. This is the way they 

earn their pins. The nurse reports they are working 
hard for them.” 
With such an interest being shown by those school chil- 
dren in Michigan it is reasonable to think that their par- 
ents must also be taking some interest, if for no other 
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reason than to find out why their children are bathins 
more frequently than usual. These parents are nearly ai! 
possible outlets for new plumbing and heating installa 
tions, or the renovating of present systems. 

Write us today and ask for a copy of ‘‘The Story of the 
Bath” and the outline study which is sent when “The 
Story”’ is used in the schools. Let us tell you how to put 
on a Bath-A-Day campaign in your city. 





PHYSICIANS ENDORSE PROPOSED UTAH PLUMBING 
CODE 

A number of letters from well known Utah physicians 
favoring the adoption of a state plumbing code were read 
at the regular bi-weekly meeting of the Salt Lake Sanitary 
and Heating Engineers Association, held in the Hooper 
Building, Salt Lake City, March 3. Included in the letters 
were those of State Health Commissioner T. B. Beatty 
and various county physicians. 

The meeting was well attended, twenty-five of the 
twenty-six firms belonging to the association, being pres- 
ent. Current matters weré taken up, President Edmond 
G. Harris presiding. 





NEW YORK STATE OFFERS VOCATIONAL TEACHING 
SCHOLARSHIP 
The New York State department of education recently 
announced the offering of twenty-five scholarships of 
$1,000 apiece to residents of the state for the purpose of 
attending the state normal school at Buffalo, to learn 
teaching of trade and technical subjects, among which is 
plumbing. Applications must be filed before May 15, 1927. 
Those interested are requested to get in touch with Divi- 
sion of Vocational and Extension Education, State De- 
partment of Education, Albany, N. Y. 
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Don't do either. 


Sometimes costs as much to remove a 
valve as to replace it 


RENEW the 
Easily done if they ae the Pratt & Cady, 
Retaining Ring Coristruction. 


READING STEEL CASTING COMPANY, Inc. 
An Associate Company of the American Chain Co., Inc. 


Offices and Warehouses in Principal Cities 


rings can be changed quickly, at small cost 
and without removing the valve from the 
line. Write for facts. 


valve. 


The seat 


Bridgeport, Conn. 
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Tell the World About Your 
Wares 


as | "LL TELL the world,” is a slang phrase which has 
much advertising truth in it. If you wish to be a 
successful merchandiser of any wares you must 
not only “tell the world’ about what you have to sell, but 
you must tell it every day. Repetition is the essence of 
good advertising. Nationally known and popular brands 
of merchandise are advertised extensively even though 
ninety-nine per cent of the people recognize them. They 
are advertised because it pays to keep a trade name before 
the public, 

The fitm, ot article which is most attractively displayed 
is the one which is easiest remembered by the public, and 
is the one which is thought of when a customer wishes 
to buy. Realizing that fact, the Tomlinson Co., Inc., of 
Richmond, Va., has had made a number of the epigram 





























sales stands, and is furnishing one to each member of the 
Richmond Association of Master Plumbers. The stands 
are causing much favorable comment, and have been pro- 
ducing sales every day. The stand shown is one of those 
in use. The background and base are of Flemish green, 
the signs are of black with canary yellow letters. 


It’s an ill wind that blows a saxophone. 
+ * * 
Parting is painful when you bear down too hard on the 


comb. 
~ x x 


When better ones are built, Ziegfeld will sign ’em. 
* * * 
Just when we think we have made both ends meet, 
someone moves one end. 
7 - » 


We wonder if the fellow who wrote ‘‘Mary Louw” ever 


received an answer. 
* x * 


The next time you have a sore throat be thankful you 
are not a giraffe. 

















Silent 
Service 


The NEW KALAMA- 
ZOO Water Supply 
System is a noiseless 
servant for your cus- 
tomer’s home. Though 
it is not heard it is al- 
waysonthe job. Andit 
is practically trouble- 
proof, thereby elimina- 
ting profit eating 
service calls. 


Write for catalog. 
National Water 
Lift Co. 


Kalamazoo, Mich. 





WHEELING 


SANITARY MFG. CO. 
Wheeling, W. Vag 


High Grade Plumbers 
Ware—Two-Fired 
Vitreous China 

Plate 100-E Lavatory on 
Pedestal. Two sizes— 
24x20 inches and 26x22 
inches. 

Plate 126-E “The Tran- 
quil”’ all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 
with special fittings. 

Reference — Domestic 
Engineering Catalog 
Directory. 


















































Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





TANKS FOR: High pressure gas and air storage — Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
ment—Open top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S. M.E- code tanks, 














THE PETERS 
ALL-IN-ONE 


Electric automatic 
water system is an 
up-to-the - minute 
system. Equipped 
with a shallow-well 
pump for general 
water service or a 
rain water system. 
It’s absolutely 
automatic. 


Write for details 


PETERS PUMP CO. 


Peters Automatic 
KEWANEE ry) ILL. Electric Water System 
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Inspected and Tested 


— before leaving the factory 


CONE SEAL 


TANK BALLS 






Screw 


WE'LL LET “SY” LEAD OFF 
When I was just a youngster back in school, 
They told a story that they thought would fool 
The guileless pupils. And the tale we heard 
Just makes me laugh, ’twas really so absurd. 











The story is about a man of fame, 
One Ponce de Leon was the Spaniard’s name, 


Who fled to Florida in search of youth— 


But the tale bears not a single grain of truth. 





The reason why he left his native spheres 
What not to stem the tide of rushing years; 


Packed in a special carton to ] 
But here’s what really made him emigrate— 


insure perfect condition. Cone é; 
Seal Tank Balls are given a He had a tip:on Southern real estate! 

rigid inspection before leaving “SY” MARTIN, Owensboro, Ky. 
the factory, thus you are sure of 








UP OR DOWN? 





| | receiving them in perfect var Jake was negotiating a loan from his brother, Moe, who 

| dition — ready to sell or install. was willing to make the advance, but demanded 9 per cent 
No danger of dents or mars. | interest. 

170 ehze etc? 4P “Well,” said Jake, “I ain’t kickin’, you understand. But 

Made in all sizes: 2”, 214", 2/9", 228", 274", 3°. what'll our poor dead father say when he looks down an’ 


sees his son gougin’ 9 .per cent interest from his own flesh 
an’ blood?” 
“Don’t worry about that, Jake,” replied Moe. ‘‘From where 


Lavelle RubberC ompany he is it’ll look like 6 per cent.” ;: K. B. G., Lllinois. 


320 W. Illinois St. Chicago, Ill. 


Your jobber has them 











An aftermath of the slogan, ‘Milk from contented cows,” is 
seen in the slogan adopted by an up-and-coming butcher who 
had this sign in his window: 

“Sausages from pigs that died happy.” 














STRENGTH, LTD. 

“Want a job, do you?” asked the grocer. “What’s your 
name?” 

“Simpson, sir.” 

“All right. Go and unload those crates and carry them 
= down cellar. While you are down there bring up a barrel 
Reduce Roughing-In Costs and Make of potatoes.” 

Easier and Better Installations “Exeuse me, sir, I said Simpson, not Samson.” 
HAYSCO SPIGOT. 








They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or ‘“‘R” ' 
and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. ‘ 


NURSES 
You've no doult heard the one that’s going around about 
the young girl who came to visit the victim of an auto 
smash-up on the grounds that she thought he ought to have 
the kiss he was trying for when the crash came. Here’s one 
of the same family: 


seeill dant tine 


Dee PO rr 


Illustration shows 


— of pipe in “That delivery clerk who was in the truck accident is very 
. sleeved hub after £00 cing.” sai : se. 
Simply drop pipe being screwed into — Baraat on ane eee = : : ’ 
into sleeved hub, top fitting. “He is,” agreed the matron. But don’t wash his face. 
— a, - OTR: Gab Hle’s already had it washed this morning by four nurses.” 
ting, Calk——ani : Oakum 
job is done. cannot possibly 

work thru joint, THE ENCYCLOPAEDIA 

ee pMESRT eT ete. Whenever I look up a thing, 


I'm puzzled, don’t you see; 
Because it always says 

Tid” “a8 Or a8.” 
Manufacturers of a complete line of fittings for A SMALL BOY. 


either CAST IRON or SCREWED PIPE instal- ad 
lations. We have fittings for any type operation hs : : ? gee - ; 
—whether a skyscraper, hotel, apartment build- frouble springs from idleness; ease from toil. 
ing or small cottage or bungalow. * 

Write today for catalog of modern and econom- ounasnee 


ical plumbing roughing-in systems. 
caine iri “How come you paid that lunch check?” asked the wife of 
STRINGER BROS. CO., Inc. the man who had lunched with her husband and a business 


1100 W. 38th St. :: Chicago, Ill. friend. 


“Tl didn’t intend to, but when we went to the cashier's desk 


vee LST r eal 











ee UUPLA Tere teat 


Warehouses: Chicago, Ill., Gadsden, Ala. 
Factories: Gadsden, Ala he just outfumbled me, that’s all.” 





Note: If you throw this in the waste basket--put the 
basket in the vault. is X S- 
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The 
Hotstream’s 
Quadruple 

Copper Coils 


Note that each coil is connected to 
manifold with union connections 





20K. W. 


Hotstream is the only 
water heater licensed 
to use the 
PATENTED 


KEROGAS 


™’* BURNER “™ 


BRANCH OFFICES 


Louisville, Ky., 111 S. Second St. 
San Francisco, Rialto Bldg. 
Detroit, 1045 Wayburn Ave. 
New York, 210 E. 45th St. 
Chicago, 627 Washington Blvd. 
Toronto, 269 W. Richmond St. 
Denver, 1715 California St. 
Philadelphia, 6314 zacgmere St. 
Cambridge, Mass., 491 Main St. 
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Dependable 
Year-Round 


Sales! 


Hotstream dealers everywhere are 
making exceptionally good all year- 


round profit selling Hotstream 
Kerosene Heaters. 


Because: 


Hotstream with its Quadruple 
Copper Coils havemuch great- 
er heating surface than ordi- 
nary heaters. 


This special Hotstream fea- 
ture enables water to be 
heated in much less time, the 
water coming hot on the first 
circulation. 


Hotstream’s Kerogas Burner 
lights instantly at the touch 
of a match—the same as gas. 


There is no noise—no smoke 
—Jjust clean dependable ser- 
vice at all hours—at every 
faucet, giving a bountiful sup- 
ply of hot water for all do- 
mestic purposes. 


Hotstream is the logical water 
heater for use in city, country 
and suburban homes where 
gas is not available. 


aA AW NH ™ 


THREE SIZES 


20 K.W. For ordinary use. 

20G.K. For greater hot water de- 
mands. 

Twin K. W.—double the capacity of 
20 K.W. 


If you want to sell the best Kerosene 
Heater and get more than your share of 
the big business that is to be had, send 
today for the Hotstream Dealer proposi- 


tion. 


THE 
HOTSTREAM HEATER 
COMPANY 


“Makers of Heaters That Heat’”’ 
CLEVELAND, OHIO 


| 
| 


| 
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Manufacturers of a Full Line of Gas and Kerosene Heaters—Standard, High Grade Products Built to Give Lasting Satisfaction 
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Flush Valves 


Every time the valve is flushed, the 
plunger (B) is raised off its seat (C), 
leaving an opening through which 
grains of sand, etc., can be washed out 
of the port. 





HEN the valve is in position on 
the bow] with which it is to oper- 
ate, and the water pressure turned on, 


the simple turning in or out of the 
regulating screw (A in diagram) sup- 
plies the exact amount of water needed 
to make the closet bowl flush perfectly. 
This adjustment, when made, remains 
permanent. 











This vitally important regulation fea- Having a 25% larger diaphragm-area 


ture often enables the plumber to make 
a sluggish bowl flush when otherwise 
it would have to be replaced. 


No regulation is required from LOW- 
EST to HIGHEST pressures. Do not 
confuse this with regulation of VOL- 
UME of water delivered to the bowl. 


in the control chamber, the Watrous 
valve functions perfectly under low 


‘pressure conditions where other valves 


often fail. 


It has a larger water-way per second 
of opening, and therefore delivers water 
with extra volume and “punch”’. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street BRANCH SALES OFFICES CHICAGO 
H. D. Tuck, 404 Marquette Bldg. R. J. Shank, 920 — Ave. Wm. P. Horn Co., 237 Rialto Bldg. 
Detroit, Mich. Des Moines, lows San Francisco, Cal. 
Blair, Coronad Continental Sales Co. 
_— Tag then —_—_ Farner L. C. Coombs, Rm. 506, 110 W. 11thSt. 
‘ Cal. 
Dillard Engineering Co. Minneapolis, Minn. kes Angsien, 
Construction Industries Bldg., Rex W. Williams, 402 Scott Bidg. Wm. P. Horn Co., L. C. Smith Bidg. 
Dallas, Tex. Salt Lake City, Utah Seattle, Wash. 
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PATENTS 


Plumbing Department 
1,618,188. Closet Connection. William C. Groeniger 
and John C. Cromwell, Columbus, Ohio, assignors, by 
mesne assignments, to The Testite Co. In a drainage 
connection, a closet bowl having an outlet horn, a soil 
pipe, an annular floor flange surrounding the upper end 
of said pipe, a packing receiving seat extending within 

















,;834.183 


said pipe, and means securing said seat to said flange, said 
means extending upwardly through the annular flange and 
being spaced therefrom to provide a soil pipe receiving 
recess therebetween, substantially as described. 

* * * 

1,618,217. Reamer. Samuel Harry Norton, Meadville, 
Pa. A reamer comprising a body having a plurality of 
grooves, blades positioned in the grooves, separate pilots 
positioned in the same grooves which receive the blades, 








; 1,618,217. 
leaf springs having their terminal portions engaged with 
the blades and pilots, and an endless ring engaged with 
said springs to hold the same in engagement with said 
blades and said pilots. 
7 * * 

1,618,362. Siphon for Flush Tanks. David William 
Allman, Toronto, Ontario, Canada. A siphon for flush 
tanks comprising a siphon arranged within the tank having 






TILLLLLLLZL TT 

















1,618,362. 


a self-sealing trap in the outlet thereof, and means for 
effecting a sudden application of pressure to the repressed 
column of water in said siphon to start its flow in the 


direction of said trap. 
a a” * 


1,618,424. Deaerating Water. George H. Gibson, | 


Upper Montclair, N. J., assignor to Cochrane Corporation, 
Philadelphia, Pa. Water heating and treating apparatus 
comprising in combination an open water heater provided 
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Tank Fittings of Quality 
1856 *‘*McSHANE?’’ 1927 


The ORIGINAL Congeens Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 





McSHANE 
BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 











Long Life and Service 


with MARTIN 


The Martin Portable Vise Stand 
and Pipe Bender will prove a 
faithful helper for many years. 
Its service will always 


be the best. 






H. P. Martin & Sons 


626 East 2nd Street 
OWENSBORO, KENTUCKY 


RIVERSIDE 


DRUM TRAPS 
Black or Galvanized 


Nickel Plated Covers with fibre gaskets 
furnished if required. 








' Several combinations of openings car- 
ried in stock with 114-inch and 2-inch 
openings. 

Write for catalogue 


Riverside Foundry & Galvanizing Co. 
KALAMAZOO, MICH. 














A Sharp Drill for Every Hole’ 
ee << | 





* 
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Be Sure 


You take no chances with Phillips 
Drills. There will be no misfit holes 
nor, uncertain anchorages. Phillips 
Drills once in, are in to stay. 

There is nothing better for fastening 
pipe, strap or rod hangers and no 
matter what size you want we make it. 

Write for circular. 


PHILLIPS DRILL COMPANY 


1537 CORTLAND STI, CHICAGO, ILL. 













LLIPS DRILL COMPANY | 
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Makes Tedious Work 
Easy to Do 


Heating contractors and plumbers tell us that the 
most tedious part of their work is to paint the radiators 
and pipes. It takes time and mounts up in labor cost 
too. 

Handigrip spray painting equipment makes this so 
easy to do that it’s fun to do it. Handigrip does an 
hour’s work in a few minutes. Drives paint quickly 
and thoroughly into 
hard to reach places. 


Plain bronze, sten- 
cil, oxidized, shaded 
or two tone effects 
easily obtained. Cuts 
down labor cost and adds 
to the profit on every job. 
Advertises the quality of 
your work and brings you 
more jobs. 









We are pleased to afford 
you a demonstration of 
Handigrip in your own 


work. ‘ 
Operates with Write for 
Compressed Air particulars. 
PLUMMER-HUFF COMPANY 
NAPOLEON * : * OHIO 

















Lion Brand 
Seats 


mill 


The low price recommends LION 
Brand Seats and their sturdy con- 
struction backs up all you can say 
about them. They are built to last 
from carefully selected kiln-dried wood. 
Doweled front and back. High grade 
waterproof finish. Packed in separate 


cartons. 





Order from your jobber 


The Olmstead-Thomson Mfg. Co. 


New Britain, Conn. 














DOMESTIC ENGINEERING 





March 26, 1927 


with an outlet for the escape of air, a spray chamber pro 

vided with an outlet for the escape of air, connections fo: 

passing water successively through the heater and spray, 

chamber, and provisions for maintaining a steam pressure 

in the heater appreciably above that in the spray chamber 
* * * 


1,618,434. Water Heater. Herbert S. Humphrey, Kala 
mazoo, Mich., assignor to Ruud Manufacturing Co., Kala 
mazoo, Mich. In a water heater, the combination of a 
base, a bottom casing section mounted on said base, a 
casing ring of cruciform cross section on the upper end of 
said bottom section, a top casing section removably 
mounted on said casing ring, a casing top having a central 
opening therein mounted on said top section, an inner 

















1,618,424. 





wall having its lower end arranged within said casing ring 
and provided with a bead resting thereon whereby said 
inner wall is removably supported, said inner wall having 
a top portion with an opening therein registering with 
said opening in said casing top, a coil provided with a 
centrally disposed return pipe, horizontally disposed inlet 
and discharge pipes, a coupling connecting said discharge 
pipe to the lower end of said return pipe, said inlet pipe 
being connected to the lower end of said coil and having 
an arm secured to said coupling whereby said pipes rest- 
ing upon said casing ring constitute coil supporting mem- 
bers, a tie rod extending downwardly from said coupling 
through said base and having a nut on its lower end, said 
coil having a centrally disposed stud at its upper end, a 
,spider on said stud engaging said opening in said casing 
top and inner wall top member, said stud being provided 
with a clamping nut for said spider whereby the parts are 
positioned and detachably secured together, and a burner 
arranged on said base, said tie rod being removable inde- 
pendently of said burner. 
- oe - 

1,618,735. Water Heater. John W. Storey, Irwin, Pa. 
Water heater structure comprising a tank, a heater, a cir- 
culating coil disposed in said heater and having its ends 
connected to the tank adjacent to the lower end thereof, a 
jacket surrounding said tank and extending to a point ad- 
jacent to the upper end thereof, a flue leading from said 
heater into the space between the jacket and the tank at a 
point above said coil ends, and a second jacket surrounding 
the first-named jacket, the first-named jacket being pro- 
vided with openings adjacent to the upper end thereof, to 
afford communication from the interior of said first jacket 
to the space between the two jackets. 

~ a » 

1,618,777. Waste-Pipe Fitting. Abram N. Pasman, 
Waterbury, Conn., assignor to Scovill Manufacturing Co., 
Waterbury, Conn. Ina waste-pipe fitting, an elbow having 
an outer spherically rounded surface at one end thereof, a 
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gasket adapted to seat in any one of various positions 

against the spherically rounded surface of the elbow to 

accommodate itself thereto and also to bear against the 

edge defining an opening in an inclined wall, and devices 

for securing the gasket in place and preventing the same 

from spreading radially more than a predetermined extent. 
* * * 

1,618,844. Screw-Down Valve. Francis Ernest Owen, 
Romford, England. A water faucet comprising a body 
with a transverse partition separating the inlet and outlet 
spaces, a tubular seating upstanding from said partition, a 
cylindrical upward extension of said body, externally 
screw-threaded at its upper end, a cylindrical cup shaped 
valve co-operating with said seating and having an exter- 
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1,618,735. 





nally threaded stem, a spindle for operating said valve, 
formed with a threaded socket for the reception of said 
stem, and with an external annular flange, a screw- 
threaded cover for said cylindrical extension, said cover 
comprising a skirt having screw threads at its upper end 
co-operating with threads on said cylindrical extension, an 
annular boss rising from said cover and a flange cup sur- 
mounting said boss, and forming therewith a stuffing box 


enibracing the external flange of said spindle. 
ae * i 


1,618,981. Fire-Pot Construction. Otto J. Groehn and 
William Blaskewitz, Detroit, Mich., assignors to Clayton & 
Lambert Manufacturing Co., Detroit, Mich. In a fire pot 
construction, a combustion chamber, a pair of opposed 
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1.618,981. 


burners within said chamber, an intake manifold lying 
between said burners, a flame plate over-lying the mani- 
fold and arranged to direct the flame from said burners 




















DOMESTIC ENGINEERING 


if} 


113 





CcC«§ 
Jy door that opens"* way to bigger profits 


- 


1 
Wu 





Here’s STYLE and 
Workmanship 


C & § Shower Bath Doors will impress 
your customers with their fine appearance 
and excellent workmanship. 


They will prove a real addition to any 
bath room, adding grace and beauty and 
doing away with the unsightly, inconven- 
ient and uncomfortable shower curtain. 


They are in that class of materials that 
sell themselves. 


Order From Your Jobber 


CRIST & SCHILKEN CO. 


500-508 37th Street PITTSBURGH, PA. 
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KNOTT 


“Pearl White” 


inwardly of the combustion chamber, a source of fuel, and 
| % P : ‘ 5 
| means for supplying said manifold with the fuel. 

* * * 

1,619,146. Combined Water Heater and Sterilizing Ap- 
paratus. Alphonse Martin, Ogdensburg, N. Y., assignor 
of fifty-one one-hundredths to Max Katzman, Ogdensburg. 
N. Y. A combined water heater and sterilizing apparatus 


When your customer 





wants “just a little | a "i er elec a } comprising an wernt itoparianeee water epee chambe1 
™ Nos h | 1 , having a water inlet at its lower end and its upper end 
Xetter tnan the or- 1 FP ais ts agen | | closed, a heater supported from the closed upper end of 
dinary at no extra | Seat No inns No. 96 the heating chamber above the water inlet, and a steriliz- 


cost, sellthem Knott 
Seats for their lasting beauty and durability. | 


cw cw Geo 


KNOTT MEG. CO., Tell City, Indiana | 














SPECIAL UNIONS 


speed up work in a way that 
you will surely appreciate. 
Where a union has to go in 
close to a fitting you'll find 


Rn... ele a Dart Special just made for 
ar’ ee mion 4 oe 
on the Outlet the job. gas kav =” 


Write for details. | 
| 


° | 

E. M. Dart Manufacturing Company | 

genera Rhode Island | ing chamber embracing a portion of one side of the heating 

T Fai k | . » 

Gunnin: Dantanes gy an ial | chamber above the lower end of the heater, the portion of 

the heating chamber embraced by the sterilizing chamber 

being perforated to permit the passage of steam from the 
heating chamber to the sterilizing chamber. 

* * * 


1,619,385. | Water-Heater-Vent-Pipe Ceiling Device. 
George L. Wallace, San Diego, Calif. In a device of the 
class described, the combination with a vent pipe and a 
sleeve pipe therefor, of a plate provided with an opening 
in the middle portion thereof and an upwardly extending 
flange secured to said plate and surrounding said opening 









































For Extra- Heavy or Standard Size 
Pipe — the 


OVERTON 


OVERTON roof flashings 
are renowned for their 
ready adaption to the 
conditions of the installa- 
tion. They fit either extra- 


heavy or standard pipe 
Adaptable to flat or half- 










a —eEEEee 


pitch roof. 
BUTLER MANUFACTURING CO. 
MINNEAPOLIS $3 MINN. 

















GENUINE NAS@NESTEAM TRAPS ff | S 
UPKREP 
=—_ DOWN 


1,619,385 


and spaced from the vent pipe extending therethrough, 
said plate serving as a support for the lower end of said 
sleeve pipe, said plate being also provided with another 
flange at the outer portion thereof, forming a receptacle 
with said first mentioned flange. 


























* * * 

NASON MANUFACTURIN CO. 1,619,781. Compression Faucet. Ernest M. Alfonzo, 
7 TON ST. NEW YORK . Brooklyn, N. Y. A compression cap for a device of the 

184\ class described, comprising a member having a screw por- 





tion for attaching to a relatively stationary part at its 
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upper end, and an aperture at its lower end, and another 
member having a shank at its upper end rotatably en- 






pe nt 
1,619,781 








gageable in the said aperture of first mentioned member, 
said latter mentioned member having a concave base. or. 
* * * i 


1,619,748. Valve Construction. Charles J. Muend, 
Philadelphia, Pa., assignor to Haines, Jones & Cadbury 


Co. In a valve construction, a valve housing having a 
threaded cylindrical extension, a valve spindle operating 





Stasco Seats are Sold 
Only Through Plumbing 
and Heating Channels 


“Stasco” advertising is concentrated in magazines 

read exclusively by people who take interest in their 

homes and spend money on them. Tee 
The makers of “Stasco” Seats can profit only as 
the master plumber profits. If your wholesaler ‘ 
can't supply you write direct to us for complete ee 
3... __ information fot shea 


Standard Tank & Seat Company 








1,619,748 


} 
+ 
she ae 
Sees ae 


therein, an interiorly and exteriorly threaded sleeve tele- 
scoping on said threaded cylindrical extension, a clamping 
nut threaded on said threaded cylindrical extension and a 








co-operating clamping nut threaded on the telescoping 
sleeve. 
Heating Department a 
“— . “DEF” 
1,617,470. Domestic Oil-Burner Installation. Walter r l; 





W. Williams, Bloomington, IIl., assignor to Williams Oil- PRODUCT 


O-Matic Heating Corporation, Bloomington, Ill. A liquid 
fuel burner installation comprising a liquid fuel burning 
mechanism, a liquid fuel storage tank at a distance there- |p ccaeamaarmcanararg i a) me 
from and means for transferring said liquid fuel from the jy : 






































* . | 
IsThere a Wise ManinYour Town! | 
There is a man in our town and he is very 
wise. Before he bought a pipe machine he 
used his ears and eyes. He looked at many 
1,617.470. pipe machines, then on us made a call, and 
4 P , P ; decided the ROGACO was the best one of 
tank to the burning mechanism, said means including an them all! ; 
electric motor driven pump, a liquid fuel receptacle above Write for a list of users of the ROGACO 
and adjacent the said burning mechanism, adapted to PORTABLE ELECTRIC PIPE MACHINE and 
supply fuel therefrom to the burning mechanism as it is find out if there is a wise man in your town, 

é ae : or in some town near you, then ask him what 
consumed therein, means within the said receptacle ac- he thinks of the machine and if it is a profit 
tuated by the level of the liquid fuel therein to make and maker, 
break the motor circuit to operate the pump to transfer Literature and prices sent upon request 
fuel from the tank as the liquid in the receptacle descends Manufactured by 
to a predetermined level, an over-flow pipe from the re- Robbins, Gamwell & Company 


ceptacle to the tank, and means independent of the level 
of the liquid in the receptacle to open and close the motor | 











Pittsfield, Massachusetts 
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JOHNSON Gas Lighters 
_ Make More Friends W775 


The Johnson Gas 
Lighter can be sold to 
every purchaser of a 
heater. And it will 


make that buyer the 
more friendly to you. 


"SIV SIL sYour jobber has them 
on 








= 


Raising RED RING to 

hock on wall plateay. YOHNSON-MURPHY 
stairs, lights heater in COMPANY 
basement. Dropping 

RE ‘D RING shuts off 10226 Woodward Avenue 


rTON a Detroit, Michigan 











YAGER’S 
Soldering Paste 


Solders all metals but 
aluminum. 
Quick and economical. 


Buy it here or of your 
dealer, 2-0z., 8-oz., 16- 


oz. Cans. 





Write to Dept. “D” for samples 


ALEX R. BENSON CO., Inc., Hudson, N.Y. 


For list of distributors see 1927 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronte and Montreal 











Strongest 
Made 


The Hanna “Ball Joint” 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any: direction. 


A big time and labor 
_ saver. 


Write for 
*“‘Our Silent Salesman’’ 


! The Penn Engineering Co. 


312 Cherry St. Philadelphia, Pa. 


For the Ritz Carlton 


in Boston 


Here is pictured one of a series of 
1,500-gallon boilers manufac- 
wel. by the Gerstein & 


The best 

was demand- 

ed for this job— 
Gerstein & Cooper 
Company was awarded 
the work, of course. 


They are of extra heavy copper 

and are 4 feet in diameter and 16 
feet ong, with a George A. Weld & Co. 
removing heating element. 


GERSTEIN & COOPER CO. 
1 and 3 W. Third Street tt Boston, Mass. 
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circuit to operate the pump to circulate the liquid fuel 
through the tank and receptacle, said means actuated by 
the variations in temperature of the liquid fuel in the 
storage tank. 

» * * 


1,618,820. Pipe Wrench. William Gordon, town of 
Union, N. J. In a pipe wrench, in combination, a station- 
ary shank having an upper slide-bar portion and a pivot- 
bearing below said portion, an upper jaw having a rear- 
ward extension disposed at the rear and ‘substantialiy 
parallel to said slide-bar portion and pivotally mounted on 


ms i 
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said shank below said slide-bar portion, said parts being 
arranged to cause said upper jaw to be movable trans- 
versely across and adjacent to the upper end of said slide- 
bar portion of the shank, another jaw slidable on the 
slide-bar portion of said shank and having a movement 
limited by the bottom of the upper jaw and said pivot- 
bearing, releasable means for adjustably retaining said 
jaws in varying positions relative to each other to grip a 
pipe, and said rearward extension having an operating 
part below said pivot for swinging said jaw relatively to 


the slide-bar portion of said shank. 
ce ~*~ * 


1,618,174. Oil Burner. Samuel T. Davidson, St. Louis, 


Mo. An oil burner comprising a tray arranged to contain 
a quantity of combustible liquid, a frame supporting said 
tray and having lateral air inlet openings in its sides and 
having its sides spaced from the sides of said tray and 
having a passage upwardly through one side, a pipe sec- 
tion extending from the upper end of said passage, a com- 





1,618.174, 


bined generator and flame spreader supported by the 
upper end of said pipe section above said tray, a burner 
head supported by and in communication with said gen- 
erator and flame spreader between said tray and said gen- 
erator and spreader, a pair of semi-tubular elements, and 
means supporting said semi-tubular elements in position to 
form a tube between said burner head and said generator 
and spreader and permitting removal of said elements 
while the remainder of the oil burner remains assembled. 
7 * * 





Harry S. Kaiser, formerly associated with Hanley & 
Co., contracting engineers, of Chicago, has announced the 
formation of the H. S. Kaiser Company, ventilating and 
sheet metal contracting engineers, with offices and shop 
at 31 West Kinzie street, Chicago. 

Articles of incorporation have been filed with the secre- 


tary of state, for the Hudson Brandeles, Inc., formed for 


the purpose of engaging in the plumbing and heating 
business in Utica, N. Y. The new concern is capitalized 
at $25,000. The directors are: Charles E. Hudson, Her- 
man J, Brandeles and Walter J. Tyler, 433 Lafayette 
street, Utica, N. Y. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion, One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


GOOD OPPORTUNITY IN THE ROCKY 

mountain region for a capable young 
heating engineer, one who can design 
vapor, gravity steam and water heat- 
ing systems and write specifications. 
State’age, qualifications and salary ex- 
pected in first letter. Address Key 820, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 





WANTED -MANUFACTURERS’ REP- 
resentatives that call on jobbing 
plumbers to _ sell our line of Solder 





Nipples, Solder Bushings, Urinal and. 


Shower Strainers, and other Brass 
Goods. State qualifications and terri- 
tory desired. Address Key 821, Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 
SALESMAN EXPERIENCED IN SELL- 

ing complete line of high grade 
plumbing brass goods, including bath 
and lavatory fixtures, showers and hos- 
pital fixtures to the jobbing trade in 
Central West. A good opportunity for 
high grade man to represent manufac- 
turer of high standing. Give age, ex- 
perience and reference. Address Key 
818, “Domestic Engineering,” 1900 Prai- 
rie Ave., Chicago. 


GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 


Koil-Les Heater Co., Geneva, Illinois. 








SALESMAN—TO REPRESENT MANU- 
facturer of high-grade popular priced 
line of Plumbers’ brass goods. Good 
territories open. Give full details in 
first letter in strict confidence. Ad- 
dress Key 812, ‘“‘Domestic Engineering,” 
1900 Prairie Ave., Chicago. 
WANTED — SALES REPRESENTA- 
tive on commission basis. Full or 
part time on rural sewerage disposal 
equipment. Sells to plumbers, jobbers 
and hardware merchants. Fine terri- 
tory open and real proposition for a 
worker. State your references and 
qualifications. Dail Steel Products Co., 
Lansing, Mich. 


WANTED—SALES REPRESENTATION 

on commission basis with drawing 
account. Sell to jobbers complete line 
of Plumbers Brass Goods. State refer- 
ences, qualifications and territory de- 
sired. Address Key 816, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 











Situations Wanted 


PLUMBER WITH INSTRUCTORS CER- 

tificate, wants position where a first 
class plumber and part time instructor 
is needed. Address Key 819, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 











For Sale 


STEAMFITTERS AND PLUMBERS’ 
supply business for sale. Est. 10 
yrs.; good commercial rating. Excel- 
lent credit; reas. terms. Located in 
Chicago. Address Key 712, “Domestic 
Engineering,” 1900 Prairie Avenue., 
Chicago. 


























HEADQUARTERS FOR NEW AND 
JSED PIPE MACHINES 


We carry in stock at all times all sizes of 
new and used pipe threading machines. 


2” Jarecki, belt driven 

2” Oster, belt driven 

2” Oster, motor driven 

4” Jarecki, belt driven 

4” Oster, belt driven 

4” Oster, motor driven 

6” Eaton, Cole & Burnham 
6” Jarecki, belt driven 

6” Williams, motor driven 
8” Oster, motor driven 


12” Williams, motor driven 


Dies for all makes carried in stock. 
{THE O'BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa. 
Long Distance Telephone: Market 0727 
Cable Address: ‘‘OBRIEN’’ PHILADELPHIA 








Miscellaneous 


PLUMBERS’ BIN LABELS 


@ 13+; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop.” 


Haddon Bin Label Co., Haddon Heights, N. J. 


; Opportunity | 
Is Here For You 


Make your spare time pay divi- 
dends. Become a technical man. 
We teach you personal, clear and 
direct in your own home. Let 
us help YOU put “Pride” into 
your work—that others admire— 
that boosts you into better work 
— Steady Work — More Money. 

















Indicate the subject by mark- 
ing square and mail to us. Full 


information free. 


O Plumbing and Sanitary Engineering. 
0) Special Steam and Water Heating. 
O) Heating Ventilating Engineering. 

OO Contracting and Estimating. 


Saint Louis Technical 


Institute 
4543 Clayton Ave., St. Louis, Missouri 
































ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, order books, il- 
lustrated stationery, etc., for plumbers 
our specialty. teasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, Lau- 
rel Springs, N. J. Est. 1896. 7-3 


The Most Reliable 
PIPE COUPLING BUYERS 


in The Country 


Write us about your surplus 
Pipe couplings. 


CAPITOL MFG. & SUPPLY CO. 
550 Nicholas St., Columbus, O. 


ESTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illus- 
trated stationery, etc. Prompt deliv- 
ery. Send for samples and prices. Ad- 
dress Germantown Multigraphing and 
Printing Co., 5839 Germantown Ave., 
Philadelphia, Pa. 


Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year, In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct vercen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 44%.x7 
in. 128 pages. 24 tables. Cloth. Price, 
$1.50. 


PRACTICE AND THEORY OF SANI- 

TARY PLUMBING. By R. M. Star- 
buck. Vol. I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, wives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 5x7 in. 160 pages. 
Cloth. Price $1.50. 





BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines & simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%4,x6% in. 128 
pages. Cloth. Price, $1.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 

















EARL JUDD CORP, 


JUDD TOILET SEATS . 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 


Sold by leading jobbers everywhere 


WRIGLEY BUILDING 








CHICAGO 


| 
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DOMESTIC ENGINEERING 


Keep Your Records 
Up-to-the Minute 


Records of the plumbing and heating industry—as in most 
other lines of business—soon become out-of-date and practically 
useless unless they are revised as changes occur. 


March 26, 1927 
































New concerns start in business right along, consolidations take 
place, new specialties are constantly coming out to keep abreast 
with the times, some firms discontinue operation or change their ae 
lines, others move to different locations, etc. Within a year’s 4 
time a surprising number of changes are necessary to make your . 
records as useful and reliable as they should be. 





By keeping in close touch at all times with every branch of the 
industry over a long period of years, we have a very wide range 
of facilities for collecting new matter, checking up, verifying and 
completing data for Domestic Engineering Catalog Directory. 
Our staff of experts is kept busy on this particular work every 
day in the year, so that each new edition of the book contains the 
latest available information. 


Get the Latest Data 


The 1927 edition, recently off the presses, gives you up-to-date 
and complete data regarding the products of some 4000 manu- 
facturers of plumbing and heating supplies. 


Every item used in the industry is listed under its proper head- 


ing together with the trade names and concerns who make it. 
Following this is an index in which each article is crossed accord- 
ing to the various titles by which it is commonly known. It re- 
quires but a moment for the user to locate the sources of supply 
of all products in which he is interested. 


Nearly 1300 pages are devoted to the condensed catalogs of a 
large number of concerns, with like products grouped together for 
easy reference and comparison. This gives the buyer a bound 


catalog and reference file completely indexed for his desk, in 
addition to a purchasing guide. 
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Arranged in alphabetical order in a separate section, are the 
names and present street addresses of all manufacturers listed in 
the other sections of the Directory. 


‘ 
My. 


HD 


» H Th, 
Sotto 


Whatever other records you rasy have available, you need the 
latest, most complete and auth ntic purchasing information con- 
tained in this Directory. 


Before you turn this page, order a copy and bring your records 
up to the minute. 
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Please send us prepaid a copy of the 1927 ‘‘Do- . " ’ 
mestic Engineering Catalog Directory,’ for 2000 pages — 13000 illustrations. 
which we agree to pay $5.00 upon receipt of the fn - 
book. Standard catalog size: 734 x 105% inches. 
OE EE PERN L PET eT Ty ET ere . PUBLISHED BY 
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omestic Engineering Co. 
City... Beate Directory Department 
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Features of Construction 


The sections of the Raritan Round Boiler including the Crown sheet located 
between the fire pot and dome provides a draft system and large part of the heating 
surface. 


The sections and crown sheet are so designed as to furnish the largest possible 
area of direct heating surface to insure free and rapid circulation. 


The draft scheme staggers the flow of gases and with the inverted flue makes exit 
from the boiler well below the top. 


This scheme of construction slows up the travel of the products of combustion, 
gives the water time to absorb the heat and increase the area of fire surface in the 


section. 
Further details on the construction of 
our boilers will appear in further issues. 


CATALOGUE UPON REQUEST 


RARITAN RADIATOR 


RARITAN NJ. 
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THE Excelso is the original, nationally advertised, Indirect 

Water Heater. Stocked and sold countrywide. A quality 
heater having patented ground joint connections and remov- 
able copper coil. Not a drop of water being warmed comes in 
contact with cast iron. Tested and approved by Good 
Housekeeping Institute. Known to the trade; approved by 


boiler and radiator manufacturers. 


EXCELSO connected to steam or vapor boiler as 
shown below assures the owner domestic hot 


water economy as the fire that heats the build- 


ing heats the hot water supply too. Insist on the 
genuine Excelso Heater. 


Excelso Products Corporation - - - 57 Clyde Ave., Buffalo, N. Y. 





Top View  . . re Sectional View 
Triple Coil as 5 “pa tee \F Double Coil 
For large steam and oT. Oe : i ae y: For medium size 
vapor heating boil- gig gee ee - and large steam 
ers. Capacities, ‘ a Vy eg = — — 
600 and 800 gallons. raat by @. &. yy apacities, 0 

, tt f 400 gallons. 
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Sizes for One Family or One Hundred 





























